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BoILERS 


What determines the ‘‘heating cost’’ of a 
building? The number of years the boiler stays 


on the job; the cost of the coal it uses; and repairs. These items 
—not the first cost —determine whether the boiler is a good or 
bad investment. 


Kewanee Boilers could be made to sell 
for less. But if they were we would have to 
take out of them some features which keep heating costs low. 


So we build them of heavy steel plate 
—riveted—because steel and rivets provide a 
strength that defies the ravages of time. We purposely make 
the fireboxes big and high because that means better com- 
bustion. And we built them up-to-size because an undersized 
boiler must be over crowded—and over crowding is wasteful. 


Every where—the decided preference 


for Kewanee Boilers proves how thoroughly 
they have earned their reputation as the most economical 
boilers built. 


KEWANEE BOILER COMPANY 


Kewanee, Illinois Branches in Most Leading Cities 



























Lower Heating Costs 
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“All human power 1s a compound 
of time and patience.’ — Balzac. 


Much the same sort of statement might be 
made about sales power. 


Time and patience are required in greater or 
lesser degrees depending upon what you have 
to sell. 


VQGEL Frost Proof Hydrants and Closets 
do not require much time to move nor will 
they exhaust your patience in selling them. 
They belong to that class of goods that sells 
itself—on price appeal as well as quality 
appeal. 


Write for YVQGEL information today. Get 
the Spring and Summer profits that are 
waiting for you. . 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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QULAV TER TNO 
SPECIALTI 


— are not chance products, neither were they marketed 
in a hurry. 

Time, thought and practical experience were used in 
producing them, and they are widely recognized as 
the most serviceable of specialties. 

It is Wolverine’s constant desire and intention to 
furnish the Plumber’s Trade with products of the best 
possible material and construction. 

Buy direct from Wolverine and secure Guaranteed 
Protection. 
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GRAND RAPIDS MICHIGAN 
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Successfully supplies this entire block 
of apartments —700 West 176th Street, 


New York, with a constant and plentiful 
supply of clean hot water. 


Write us for any installation 
advice that you may desire. 


THERMAL APPLIANCE COMPANY 


342 Madison Avenue New York City 






Patented 
Dec. 27, 1921 

















U} 




















Mention Domestic ENGINEERING when writing advertisers. 





127 














April 23, 1927 DOMESTIC ENGINEERING 7 


MAID-EN WHITE 
p* PORCELAIN 


q 
ses 























Size 39”x40" ad a) 


eH’em and Se//’em ! 


The most logical merchant in the world for a home owner 
to buy Bath Room Fixtures from is you Plumbers. This 
is especially true for new homes. 

When you are selling bath tubs why not sell them towel bars 
and all other fixtures that people want in their bath rooms? 
And sell them installed. 

Now that the Maid-En-White Porcelain Bath Fixtures are 
available, you haven’t any excuse at all for not getting that 
extra profit from fixture sales. Maid-En-White Porcelain 
Fixtures are of the highest quality, reasonable in price and 
very attractive with their snow-white (not cream colored) 


glass hard finish. 


If you have to meet heavy competition, sell our Maid-En- 
White Enamel or Rex Nickel Plated lines—big values for little 


money. 
The display sign, shown in miniature above, will help you 
“Tell ’em and Sell ’em.’”’ Get our catalog now and buy 


now for a big season. Get started—NOW! 





MISS MAID~EN~-WHITE 


Ghe Autoyre Company 


(AUTO-WIRE ) 


OAKVILLE CONNECTICUT 


MAID-EN-WHIT. 


Dy pe . 
a at 


Bath Room Fixtures 
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Read these reasons for 


uiet May Dealers’ Success 
They can help you to bigger profits! 


Quiet May dealers get the business. Their success is outstanding in the oil burner industry. The 
Quiet May dealer sells his product more intelligently—he guarantees satisfaction to his customers with 
greater confidence—because he knows the Quiet May. He knows how to sell it—how to install it— 
how to convince his customers that the Quiet May is the most efficient, dependable heating system that 
has been developed to date. 


Our all-inclusive co-operation with our dealers makes this possible. 











2. EXPERT SELLING ASSIS- 
TANCE is ready not only for dealers, 
but for all the salesmen working under 
them. Quiet May dealers are not 
handicapped by haphazard selling 
methods. Attached to our organiza- 


1. QUIET MAY DEALERS BENE- 
FIT FROM OUR FACTORY IN- 
STRUCTION. When a dealer first 
joins our organization, he studies the 
Quiet May at our factory. He masters 


every phase of its manufacture. He is 
familiar with every superior feature 
that it offers. He knows the Quiet 
May as he could never know it in any 
other way. 


Naturally, he finds it easier to sell and 
to install. And the satisfaction of his 
customers brings him a steady increase 
in business. Enthusiastic owners are 


tion are trained sales experts. Men 
with years of experience. Men who 
know how to locate oil burner pros- 
pects and get the sales. These men 
are ready at all times to help dealers 
train their salesmen in this important 
work. They bring to the dealers’ sell- 
ing problems specialized sales experi- 
ence that produces results. And 








his greatest asset. 


profits. 


























Let us show you how our 
extensive advertising pro- 
gram makes money for 
Quiet May dealers. With 
national magazine adver- 
tising in theSATURDAY 
EVENING POST and 
other magazines—co-op- 
erative newspaper adver- 
tising—a scientifically 
planned direct-mail cam- 
paign that is producing big 
returns—as well as strik- 
ingly effective store and 
window displays for deal- 
ers—a profitable business 
is assured for every Quiet 
May dealer. 


The Quiet May has proved 
its superiority. It is giving 
complete satisfaction in thou- 








3. OUR IMPROVED DE- 
FERRED-PAYMENT PLAN 
finances our dealers sales for them. 
It makes it possible for any Quiet 
May dealer to give the most liberal 
terms to his customers. It enables 
a large percentage of home owners 
to buy the Quiet May who could 
not otherwise afford it. Quiet May 
dealers find it one of the most help- 
ful of all our co-operative features. 





























MAY OIL BURNER 
CORPORATION 


Factory and Executive Offices, Baltimore, Md. 


BRANCH OFFICES: 
31 MadisonAve., New York: 29 East Wacker 
Drive, Chicago; Terminal Sales Building. 
Seattle. Also makers of the May Commercial 
Oi Burners 


QuIET M AY 


AUTOMATIC OTT, BURNER 


sands of homes. The May Oil 
Burner Corporation is the 
fastest growing concern in 
the oil burner industry. Its 
reputation is unquestioned, 
its resources immense. 


A few highly desirable fran- 
chises have not yet beentaken. 
Let us give you all details of 
the proposition we can make 
you—the business that we 
assure for you asa Quiet May 
dealer! But get in touch 
with us at once. Mail in 
the coupon today! 

The QUIET MAY is manufac- 


tured in all cycles and currents. 


Both the Domestic and Commercial 
Quiet May Oil Burners are approved 
by the Underwriters Laboratories 
for electric ignition and automatic 
control. 

Fill out this coupon now—today! 


It_ will bring you money-making 
information. 





May Oil Burner Corporation, 

Baltimore, Md. 
Gentlemen:— 

Please 
1927 QUIET MAY 
your proposition to dealers. 
understanding that this request in no way 
obligates me. 


ive me complete details of the 
ALES PLAN and 
It is my 
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“Che Distinguished Service Line’ 


More and more is oil on the inroad into 
homes, factories and office buildings as an 
ideal heating medium. Heating contractors 


are constantly recommending 
and specifying oil burner 
equipment. For this reason it 
is both fitting and understand- 
able that Page Boilers, because 
of their superior design and 
quality should be turned to by 
these discriminating contrac- 
tors as the solution of their 
boiler problems. 


The extra deep firepot of Page Volunteer 
Boilers, averages twenty-six inches from the 








OIL 


EQUIPMENT 








perfectly made grate to the crown-sheet. 
The most effective heating surface is pre- 
sented to the fire at its greatest intensity. 


For the small heating job the 
Page Volunteer cannot be sur- 
passed for efficiency and 
economy. Although Page 
Boilers have adapted them- 
selves readily and amazingly 
well to use with oil, they are 
still leaders in the field for coal 
burning. Page Boilers Have 
Never Failed. 


We have a new interesting catalog for you— 
write for it. 


Page Boilers burn any coal, oil or gas 


THE WM. H. PAGE BOILER CO. 


Makers of a Complete Line of Round and Square Steam and Water Boilers 


General Offices: 200 Madison Ave., New York 


Warehouse: Bush Terminal 


BRANCH OFFICES AND WAREHOUSES: 
Boston, 123 Beverly Street; Cleveland, Rose Building 
FACTORY: MEADVILLE, PENNSVLVANIA 
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\CK & DECKER 
rn HOLE-SAW 


, ¥ Designed for use with Black §§ Decker Portable Electric 
é _ coe Drills % inch size and larger 








R cutting clean, round 

holes from 3%" to 3%” 

in diameter, in any mate- 

rial which can be cut with 
any hacksaw. 


Designed especially for 
Plumbing and Steamfitting 
work for cutting faucet or 
drain plug holes in sinks, 
tubs, lavatories, etc.—also 
for cutting large holes in 
boilers, furnaces, soil pipes, 
etc., for tapping. These Hole- 
Saws save a_ tremendous 
amount of time and effort. 


Because of their construc- 
tion they are unusually 
durable. The saw itself is a one- 
piece cup with the teeth cut on the 
edge and with a detachable mandrel Saws: 
ri ee ame ge! 4 holds the pilot 34", 16", 1", 144" and 1144", each... . 

rill which guides the saw. 134", 2”, 216", each 


21%", 234”, 3” and 334”, each 











PRICES 











Mandrels, for Saws from 34” to 1144”, each $1.50 
" for Saws from 114’ to 3%", “ $1.50 


Special Plumbers’ and Steamfitters’ Set 
of Hole Saws, consisting of 2 Mandrels, 
and one each of correct size saw for 34”, 
1”, 1%", 134” and 2” Pipe Taps 

















You can secure from your Plumbing Jobber 


‘THE BLACK & DECKER MFG.CO. 
TOWSON, MD., U.S.A. 
Black & Decker Mfg. Co., Limited, Toronto, Ontario Black & Decker, Limited, London, England 












COIL 


STEEL HEATING BOILERS 
AND WATER HEATERS 






















Equally Efficient with Coal 


COIL Boilers are designed to a 
cut fuel costs—and they do it. om 





Here are some of the reasons. In COIL Boilers the 
heat passes thru and over more heating surface 
than in the average heating boiler. As all the heat- 

*~-tee surface is in the combustion chamber, it is 
reached directly by the radiant heat of the fire. 
The size of the combustion chamber allows an 
almost perfect ignition of gasses. This’ results in 
fuel saving of from 25% to 40%, as many users of i f 
COIL Boilers have told us. 








Catalogue and other interesting infor- 
mation will be sent upon request. 


If desired the COIL Oil Burning 
Boiler can be fitted with grates, etc., 
in thirty minutes time. 











MONITOR BOILER COMPANY 
1505 Race Street 


PHILADELPHIA, PA. 
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typical instal- 
lation, showing 
piping layout 
of a Continen- 
tal Low Water 
Line Boiler 


w 


goa Can Do Better Piping With Low Water Line Boilers 


HE 43-inch and 47-inch water 
ines of Continental Low Water 
Line Boilers allow piping layouts 
that make better installations. 
They provide ample space be- 
tween water line and low point of 
main; they allow efficient header 
design; they are the answer when 
you have a long run of pipe and 


low ceiling height; they eliminate 
expensive refuse-gathering pits. 

They doeverything standard boil- 
ers do, and do it better. You owe it 
toyourself toknow how Continental 
Low Water Line Boilers will help 
you do better piping for better 
installations. Write for the “How 
of It.” 


(ntinental Heater ©@rporation 
General Office and Factory 
Dunkirk, N. Y, U.S.A. 


— : — f bd . a, ; F s° : 
hone (a) woe’ US LOMWRGEGY Ss 








April 23, 1927 


A Letter from 
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Nye Drop Forged 
Pipe Cutters 


No. 1-A %to1%’..... $2.25 net 
No. 2-A %4 to 2”....... 3.00 net 
No. 3-A 1t03”........ 5.00 net 


ir! 


Nye Saunders Pipe 


Cutters 
Ee cre $ 1.80 net 
Seer 2.70 net 
Se ore 6.60 net 
SS Serre er ec er ee 10.80 net 
SND sd suai ke oee 16.80 net 





Nye Four-Way Solid 
Die Stock 


Complete with %, 4, %%4 
and 1-inch Dies. 


Net Price............$12.25 





Nye Three-Way 
Armstrong Pattern 
Die Stock 





Complete with 14, 34 and 
l-inch Dies. 


Net Price............ $12.34 











Nye Self-Locking Vise 






ae No.00 4% to2”........ $2.82 net 
a No. 10 % to 244"...... 3.34 net 
Re + No.20 14 to 344”...... 5.00 net 





No. 30°}4 to 414".7..-. 7.33 net 
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To The Plumbers & Steamfitters of the U. S. A. 





Fellow Citizens: 


A pop-—eyed pessimist who thought that the world was coming to 
an end, and the wrong end at that, crawled in here the other 
day and wept, "Well, I see building was 5.8% less in 1926 than 
it was in 1925." "Yep," I said, "You undertaker, but did you 
notice that the steel output was 6.4% more?" 


"But did you see," he mourned, "that cotton was down 36%?" 
"Sure," I said, "you sob sister. Cotton is always down." (he 
muffed that one-—-I knew he would.) "But cotton consumption 
was up 3.8%. That ought to help some." 


"But take the price of pigiron," he groaned. "It was down 

4.5% from 1925." "Yes," I said, "you crapehanger, but pigiron 
production was up 7.4%". "Look at the 850 bank failures," he 
said. "Look at the bank clearings," said I, "$515,'700,000,000!" 


"Farm prices were down 11.2%," he whimpered. "The farmers 
ain't got no money." "Well," I said, "you gloom spreader, the 
Magazine of Wall Street says that mail order and chain store 
sales increased 10.67%. What about that?" 


"Things are not so bad after all," said he. "They were seldom 
so good," said I. "What do you think prospects are?" he 
asked. "Well," I said, "if they give you an order, I think 
they're fine fellows." "you don't get me," he said. "I don't 
want to get you," I said. "I've had the measles, and that's 
enough." 


But after I had dusted off my clothes and washed my hands and 
rung for the ambulance, I thought to myself, "What happens 
when a couple of these birds get together? I know-—-—850 bank 
failures, and lower prices, and less sales." 


We think that conditions make our business what it is, when, 
as a matter of fact, our business makes conditions what they 
are. If plumbers will buy more dies I will buy more steel 
and steel men will buy more bath-tubs from plumbers who will 
buy more dies. 


"Brighten the corner where you are," says the hymn, and it 
means either the amen corner or the corner store. Talk busi- 
ness and you will do business. Talk success and you will ride 
in the bandwagon. Talk failure and you will ride in the 
hearse. 


Sometimes there is a circus and a funeral in town on the 
same day. Which are you going to? 





Yours for the Big Show, 


jpeg. 9 Nye 


Copyright 1927 by Harry G. Nye. 
All rights reserved. 


OTHERWISE KNOWN AS 


THE NYE TOOL & MACHINE WORKS 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
A120-30 Fullerton Avenue 


Chicago, Illinois 
















Type “‘B”’ Drive includes cast 
iron sub-base, pump gear and 
rawhide motor pinion. Motor 
not included. 


Type “CH” Drive includes one piece 
channel iron sub-base, belt, idler and 
single tight pulley. Motor not - 
cluded. 


Type ‘‘CI”’ Drive includes single tight 
pulley and idler for engine or motor 
drive. Motor and belt not included. 


Type “CHD" Dyive includes one 
piece channel iron sub-base with silent 
chain and sprockets for pump and 
motor. Motor not included. 


Type “D” Drive includes cast iron 
sub-base under pump and motor with 
silent chain and sprockets for pump 
and motor. Motor not included. 


Type “‘C’”’ Drive includes cast iron 
sub-base under pump and motor with 
belt and idler. Motor not included. 
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AUTOMATICALLY 
OILED RIGHT! 


(Figure 
809 


The Deming “‘Oil-Rite”” Shaliow Well Power Pump with tight and loose pulleys 


“PUMPABILITY” 


Assured by Deming “‘Oil-Rite’’ Pumps 


g: UMPABILITY”’ is the ability of a pump to deliver 

constant and efficient service over a long period of time 
with a minimum of attention and at an economical cost. 
When a pump does that it returns every dollar of its cost 
and more in service rendered. 


Note These ‘‘Oil-Rite’’ Features 


1 Automatic lubrication assures positive and continuous oiling of all 

working parts. 

2 Economy of oil consumption. The pumps require a change of oil 

only once every four or five months. 

3 Durability and smoothness of operation assured by automatic 

lubrication. 

4 Fewest possible working parts with enclosed type of crank case there- 
by securing maximum safety of operation and utmost accessibility, 

5 Adaptability: Deming ‘‘Oil-Rite’’ Power Pumps (Figure 809) are 
adaptat'e to practically all water pumping requirements where the 

vertical suction lift does not exceed 25 feet and the total head does 

not exceed 75 pounds. For greater suction lifts Deming ‘‘Oil-Rite”’ 

Deep Well Pumps (figure 1062) are built in a wide range of sizes 

and capacities. 

Pump Sizes: Figure 809 is built in five sizes—214"x214", 3"x3”, 

4"x4", 5"x5", 6"x6”. 

Capacities: The above sizes afford a capacity range from 7 to 79 

gallons per minute. 

Types of Drive: The various types of drive are illustrated on this 

page. 

For complete information pertaining to Deming ‘‘Oil-Rile” and numerous other types of Deming 

Pumps and Walter Systems you require a copy of “Catalog G.” Send for your copy today. 


THE DEMING CO. Est. 1880 Salem, Ohio 


Deming Distributors are located everywhere. Stocked for immediate 
deliveries and ready to cooperate with you when you need them. 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


gin to get out the golf equipment, and the 
golf tournaments show a steady tendency to be 
held farther North every week, we can begin to realize 
that Summer is fast approaching, and that the golf 


Wen: SPORTING GOODS STORES BE- 


‘season will soon be upon us. In keeping with the pre- 


vailing season, “Your Weekly” publishes this week 
the picture of Walter Hagen on the front cover. Along 
with Mr. Hagen are the photographs of several of the 
prominent golfers of the plumbing and heating industry. 
The front cover is of especial interest on account of 
the article on the irrigation of golf courses which is 
contained in the pages behind. Master plumbers in various 
localities have built up nice profits 


HE DRAWING PROBLEM THIS WEEK 

goes into uncharted fields. In the present problem 
the cellar, first and second story plans of a comfortable 
modern home are given, with the understanding that at 
the last minute, two additional toilet rooms were to be 
added. The Class is supposed to try to figure out and 
draw in the most suitable arrangement for placing these 


‘ two new rooms, as well as to draw an elevation of the 


entire system, showing it as it stands now. ‘The prob- 
lem is an interesting one, which may be hard for some 
to do, but everyone is urged to try it even if it looks 
impossible. At least the corrections and suggestions 
will be of value, and it is worth while just for this reason. 





from jobs of installing sprinklers on 
lawns and golf courses, and this story 
gives some of the information neces- 
sary to the proper installation. The 1. 
game of golf is rapidly becoming 
more popular every year, and new U. S.? 
courses are constantly being con- 
structed. A good irrigation system is an 
economy in maintenance, and every 
master plumber should try to sell 
golf clubs the idea of putting in such a 
system before the landscape garden- 
ing work is completed. 


power? 


Do You Know— 


When was the first fan 
ventilating system used in the 


2. What is the melting 
point of lead? 


3. Who discovered steam 


4. When was the A. S. 
H. V. E. formed? 


5. What is combustion? 


HE WET DRIP OR WET 

return in a vapor or steam sys- 
tem is said to be as important as 
the steam line from the boiler. How- 
ever, more engineers and fitters pay 
less attention to it than they do to 
any other part of the system. Max 
Paul Miller has a trouble story to 
tell this week on that subject. It 
seems he was called out to see why 
a certain job would not circulate 
properly on account of a_ water- 
logged supply main. He had an in- 
teresting time of it before he found 
out the real trouble. The engineer and 


VERY BOY IN HIS TEENS 
goes through the same kind of 
torment as his predecessors in the 


6. What state association 
of master plumbers conducts 
its own plumbing and heat- 
ing research? 


fitter on that job were not as smart 
as they should have been. Stories 


of this sort will help you to keep 





way of being the butt of humorous 
reflections. He is teased about his 
changing voice, about his beginning 
to want to be clean behind the ears, 


page 90. 





Answers will be found on 


from making the same mistakes. 


HE SMOKE MENACE IS 








and every other indication that his 

adolescence is taking place. Many boys also go through a 
period of physical discomfort which he is told is a growing 
pain. Growing pains in a business can be just as uncom- 
fortable as those of the body, but at the same time they 
show what the possibilities of the body or the business 
are. G. A. Lindquist of Cleveland, Ohio, is a master 
plumber who says he is suffering from growing pains. 
He has been in business for only a short time, but has 
been successful in maintaining a steady growth through- 
out that time, although he claims that he hasn’t yet 
succeeded. Milt Marvels feels that he has, and has 
written an interesting story on his business. Fittingly 
tnough, the story is called, “Growing Pains,” and tells 
of the unusual growth of this business. 


becoming quite serious in most 
of the large cities today, and even in the smaller towns 
it pollutes the air to some extent. In nearly every 
case where smoke does make the air grimy and full 
of noxious gases, we are inclined to believe that it is 
the manufacturing plants*in the neighborhood which 
are causing the trouble. The truth of the matter, accord- 
ing to smoke inspectors, is that the domestic heating 
plants are the ones that are doing the most damage. How 
this can be remedied, is explained in an article called 
“How to Burn Coal.” 


Your Fdilr 
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The Genuine “Toledo” No. 1A Ratchet Is 


The Perfect Threader For 1 to 2 Inch Pipe 


This “TOLEDO” No. 1A ratchet tool is the most 
satisfactory tool on the market for threading 1-inch to 
2-inch pipe. 


For more than a score of years it has held the reputa- 
tion of being the finest threading tool made, and to-day 


“TOLEDO” it is more than ever recognized by experienced operators 


as being the perfect 1-inch to 2-inch pipe threader. Made 
No. 1A— of the finest materials, all parts perfectly machined and 
fitted, the easiest operating, and strong beyond all possi- 


S G & ble need, it has well earned this recognition. 
Your jobber will supply you at this low net price, but 
N E _ insist on the genuine, look for the name and trade-mark 
and accept no substitute, if you wish real ‘‘TOLEDO”’ 


Complete a 
service. 
{WEST OF THE ROCKIES 
$12.75 F. O. B. TOLEDO, O.} 


BUY BY COMPARISON AND YOU'LL BUY A 


See 


THE TOLEDO PIPE THREADING 
MACHINE CO. Toledo, Ohio 
New York Office, 72 Lafayette St. 


Mention Domestic ENGINEERING when writing advertisers. 
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Laundry Tray Of the five fixtures which 


+s make up what is ordinarily 
Opportunities called a complete, home plumb- 
ing installation—a water closet, a lavatory, a bathtub, a 
kitchen sink and a laundry tray—the last named, the 
laundry tray, is the most slighted in the outfitting of a 
home. According to the survey of home equipment, 
made by the General Federation of Women’s Clubs, 
only 550,458 homes, out of a total of 1,942,777 in 1031 
communities in 48 states, reported the ownership of 
laundry trays. ‘That is a percentage of 28.3, a poor 
showing in comparison to what it ought to be. Even in 
cities with populations of 100,000 and over, in which sani- 
tation and comfort are supposedly taken for granted, the 
percentage of homes with laundry trays is only 31.8. 
There are not half so many laiindry trays as there are 
bathtubs; there are about one-third as many as there 
are kitchen sinks. Something is wrong with the mer- 
chandising efforts behind the sale of laundry trays. 

It seems to us that the mere presentation of the above 
figures tells its own story. But these figures, translated, 
mean that every other home, or every third home, has no 
plumbing fixture in the laundry. They mean that the 
same home, though, in eight out of ten cases, has other 
plumbing fixtures. Now, the laundry tray is one of the 
greatest labor savers for the “home maker.” It simply 
has not been sold. The manufacturer, wholesaler and 
master plumber have a vast, undeveloped market. These 
figures are certainly a good reason for trying to exploit 
that market. 


Meeting Iconomists say that business men 
—.. should face a loss, take it in a hurry 
Conditions and not let it carry along. They refer 
particularly to moving merchandise that is “going dead”’ 
or to merchandise that has been bought at a price that 
has since declined. Sell it, get something out of it, and 
use the money to buy something else which will move. 
That is the advice. Our interpretation of this funda- 
mental principle to the plumbing and heating business 
is a little broader. We interpret it as advice to face 
facts. Now, for instance, in the plumbing and _ heating 
industry today, complaints are decidedly numerous about 
the lack of profits in the prices at which goods are 


being sold. To face facts, two things would be necessary 
to widen present margins. One would be to raise prices. 
The other would be to cut costs, so that at present prices 
there would still be sufficient margin between cost and 
selling price to include a profit. The business man can 
decide for himself where the chance for profit lies. He 
might decide that competition will not allow prices to 
go higher. If so, his only alternative is to cut costs, in- 
crease efficiency and make money under present condi- 


tions. In either event, the need is to face facts, and to do 


what the facts say, instead of hoping for relief from 
some unknown happening that strict, hard business does 


not promise. 


The Golf Golf has become part of the plumbing 


and heating business, in that it is the oc- 
Season 


in the plumbing and heating business. In some sections of 


casion for regular get-togethers of men 


the country men are fortunate enough to have a climate 
which makes golf possible the year around. But it is now, 
or within the next few days, when the whole country de- 
clares the golf season on. Trade golf associations are 
scheduling their season’s play. And we recommend this 
way for men, with mutual business interests, to meet 
with one another. It generates friendly feeling between 
competitors. It supplies needed relaxation. And it cul- 
tivates lasting friendships that never break up as long 
as it is possible to play or talk golf. So we wish success 
to the many golf associations in this industry, and hope 
that it will be a season in which every golfer shoots under 


his fondest hopes. 


It is at this season of the vear when many 
Clean : 


cities put on a “Clean-Up Week.” Cleaning 
Up up is a process’ which certainly ties in with 
the plumbing business, and the master plumber should 
encourage the kind of cleaning which requires more 
plumbing. Then, to practice what he preaches, he should 
give his place of business a good dressing up. He should 
change his display, paint the dingy spots and make his 
shop a shining example of what cleaning up really means. 
The average plumbing shop of today deserves consider- 
able commendation for its neatness; but spring cleaning 


is a good habit to cultivate. 
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Fig. 1.—Showing spray piping on Oyster Harbors Golf Course, Cape Cod, Mass. 


Golf Course [rrigation 


rapidly in number? Have you noticed that there 

is a growing interest in keeping these golf courses 
as well as university campuses, country estates and lawns 
surrounding summer resorts, parks, cemeteries, school 
lawns, etc., green and beautiful? Have you noticed that 
a number of aggressive plumbers, observing this, are cash- 
ing in on the fashion of keeping things green by selling 
and installing spray, watering and irrigation equipment of 
various kinds? Those who have not noticed this would do 
well to investigate for many plumbers are finding this a 
fertile field for business. Some of them are kept as busy 
during the spring and summer as the proverbial one-armed 
paper hanger, in selling and installing sprinkling equip- 
ment for small lawns alone. Such a man is Andrew Mc- 
Cann, master plumber and heating contractor of Chicago, 
a picture of whose shop is shown in this story. One is 
surprised to see the size of his shop, compared with the 
amount of lawn sprinkler business that Mr. McCann does. 
This business does not come to him. He goes out after it, 


HH AVE you noticed that golf courses are increasing 





and in a 3-mile ride in an automobile in the vicinity of his 
place of business, Mr. McCann can show a large number of 
places where he has installed sprinkler equipment, or is 
now installing it. 

But this is another story. This is about a bigger type 
of business, a type of installation that runs into more 
money per job than the selling and installing of lawn 
sprinklers. The purpose of this article is to present in- 
formation relative to sprinkling, watering or irrigating 
wide stretches of land. A number of makers of equipment 
used for this purpose wonder why more plumbers do not 
get out after this business that is lying around them at 
every hand. New golf courses are being built, and man- 
agers of many other courses are now aware that their 
courses can be made much more attractive by using mod- 
ern sprinkling apparatuses. 

In order to get the point of view of some of these manu- 
facturers, we shall quote from some of their recent ictters. 
A firm of landscape engineers and architects says: ‘Many 
courses have sprinkler systems of various types wihiere 4 
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hose is attached to a travel- 
ing or a movable sprinkler 
used for watering the greens 
and tees. In some cases this 
is also used for the fairways. 
There is a wide range in the 
types of sprinklers that are 
used for this purpose.”’ 

Another golf architect who 
has a wide reputation in lay- 
ing out equipment for coun- 
try clubs and golf courses, 
says: “One of the most im- 
portant requirements for a 
golf course or a country club 
is the watering system. This 
should be reliable and eco- 
nomical. Reliability is highly 
important, an absolute ne- 
cessity if a course is to be 
maintained in good condi- 
tion. Of course, if a system 
is wasteful some one will 
sooner or later be open to 
criticism.”’ 

A letter from the editor of 
a magazine devoted to golf, 
says: ‘Some of the new clubs are profiting by the experi- 
ence of the older clubs and are installing the most up-to- 
date and modern watering equipment.”’ 

A manufacturer of sprinkler equipment in the middle 
west, says: “‘In our opinion the selling and installing of 
sprinkler equipment for golf courses is a good field for the 
master plumber if he cares to branch out into this particu- 
lar line of endeavor.”’ 

Another manufacturer states: “Sprinkler equipment 
such as ours is very often sold by master plumbers.”’ 

A manufacturer from Ohio says: ‘Owing to our being 
manufacturers of lawn sprinklers, we have come in contact 
with the ups and downs of the various conditions and feel 
that we are in a position to say, with more than ordinary 
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Fig. 3.—Showing the use of one type of sprinkler heads in an 
underground irrigation system 


certainty, that the most logical outlet for golf sprinklers 
is through the plumber, as he is also called upon to put 
in the water system.” 

One manufacturer believes that the master plumber 
should know something about watering, as well as about 
the correct installation of equipment, so he says: “The 
manner of watering a golf course is one which is too often 
done by people not conversant with the correct principles 
of watering.” 

A concern which issues an elaborate booklet on systems 
of irrigation, states: ‘“‘We like to work with the plumber as 
We have nothing to sell but service and sprinklers. It is 


difficult sometimes to get them out of the way of thinking 
of golf course watering in the terms ot little, house-supply 
8ystems.’’ 
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STREET 


Fig. 2.—Typical piping layout for a sprinkling system for a residence lawn 


A concern that specializes in lawn sprinklers and irri- 
gation systems states, in reply to our inquiry: “It is a 
master plumber’s job to install our equipment. These 
can be installed very economically and will soon pay for 
themselves, in time and labor saved. We sell the goods 
direct and the plumber can do the work. We furnish full 
particulars and working drawings, so the plumber can go 
ahead and the rest is very simple. Any local plumber can 
do this work.”’ 

A manufacturer of automatic irrigation, sprinkling de- 
vices, etc., from the East says: ‘“‘There is no doubt in our 
mind but that this is a very fertile field for the master 
plumber. The piping for golf courses is one of the most 
important factors in our water supply systems and this 
work, to be done right, has to be designed especially and 
the pipes laid by a man like the master plumber, who is 
familiar with pipe fittings. There is another possibility 
that would probably interest the master plumber——-we 
refer to field irrigation.” 

Another concern states: “It may interest you to know 
that the majority of golf clubs are just caming into their 
own, and by that we mean putting in booster pumps, large 
size service piping and improved methods for the accom- 











Fig. 4.—One type of lawn sprinkler 
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modation of high- 
pressure sprinkling 
works. We feel that 
there is a field for the 
master plumber in 
this respect, as evi- 
denced by the work, 
particularly new 
work, that is going in 
the golf clubs 
throughout the 
United States today.” 








A manufacturer 
Fig. 5—Shop of Andrew McCann from the West, who 
who specializes on lawn sprinklers has still something to 

learn about plumbers, 
states: ‘‘We have found golf course irrigation an engi- 
neer’s job. Seldom have we seen a system installed by a 
plumbing concern. Plumbers, as a rule, are not hydraulic 
engineers and naturally understand little of pumps, vol- 
ume and velocity of water, or the distribution required 
for properly watering a golf course. 

“There are, of course, exceptions to this rule, and if a 
plumber is informed along these lines he can, of course, do 
a perfectly good job. 

“It is different on small installations such as the ordi- 
nary land systems. We always furnish our plumbers lay- 
outs on their initial jobs until they become familiar with 





the installations.’’ 

The writer of this letter has evidently not met very 
many master plumbers within the last few years. He does 
not know that hydraulics is being taken up by them in 
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Fig. 6.—Specimen installation, %-inch service 
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university short ined 
courses and that ‘‘Do- 

mestic Engineering”’ 

has published many 
articles on this sub- 

ject. { 

A man from the 
East, representing a 
firm who acts as a 
distributor for vari- 
ous types of watering 
and sprinkling equip- 
ment, says: “To the 
best of our knowl- A 
edge there are at i or 
present about 30 to 
40 different kinds of 
lawn sprinklers rec- 
ommended and used. 
Some are very rea- 
sonable in cost and 
others much more ex- 
pensive. The most 
expensive ones natu- 
rally cover a greater 
area, do better work 
and give more gen- 
eral satisfaction.” 

In the preparation 
of this article, letters Fis. 7.—Illustration shows sprinkler 
were sent to 75 con- heads installed on the main line, and 

= at the end of a lateral. Fig. 8.—Il- 
cerns listed as mak- lustration shows how heads are in- 
ers of various kinds siatled, and also how certain types 
of watering equip- are adjusted with special wrenches 
supplied for this purpose. Fig. 9.—A 
sprinkler head with a zine body. 


: i brass lining and brass nozzle core 
Middle West states: used with an underground system of 


“We think that sell- irrigation 

ing and installing of 

sprinkler equipment for lawns, golf courses, etc., is a suit- 
able field for the master plumber.” 














ment. 
A concern in the 


SPRINKLING BUSINESS INCREASING RAPIDLY 

T appears from all accounts that the demand for water 
I for golf courses, summer resort lawns, country estates 
and smaller residence lawns is increasing with rapidity. 

‘“‘Nation’s Business,” in its April, 1926, issue, says, with 
reference to golf courses: ‘“‘At the beginning of 1926, esti- 
mates of the number of golf clubs in the United States 
ranged from 2,900, including 100 clubs playing over mu- 
nicipal links, to 4,000 clubs with an average membership 
of 250. One or more public courses are now maintained 
in 156 cities and many courses under private ownership 
are available to the public on payment of a reasonable fee. 
The public courses accommodate about 500,000 players.” 

According to reports received by that paper, 600 new 
courses are now being developed in the United States and 
plans are reported for 250 more; 200 new clubs are Or- 
ganized or projected and in 33 states, public officials have 
either approved or are considering the construction of 125 
public courses. In addition, many clubs have increased 
club and course facilities. 


SPRINKLING GOLF COURSE 
ANY golf clubs maintain their own pumping systems. 
M In most cases this is more economical than to buy 
water from a municipality. In some cases deep wells are 
not necessary, shallow wells yielding surface water being 
sufficient. In some instances such water is used not oly 
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for the greens and tees but also for drinking, 
bathing and cooking as well. It is necessary, of 
course, in such cases, to determine the character 
of the surface water and to make sure that it is 
suitable for drinking and cooking. In other in- 
stances where shallow wells are used, these sup- 
ply the water for tees and greens only, water for 
other purposes being procured from deep wells 
or some other sources. It is usually advisable 
for various reasons to do the watering at 
night. 

Many golf clubs use the elevated tank system, 
but an elevated tank is not a beautiful thing to 
behold, and where elevated tanks are used, they 
usually detract to a great extent from the beauty 
of the surroundings. Since beauty is one of the 
chief assets of a golf course, this should be 
given full consideration. Where basement or 
underground tanks are used with a pressure sys- 
tem, this difficulty is overcome. When the ele- 
vated tank is used, the pressure, of course, bears 
a relation to the height of the tank. For in- 
stance, a tank 140 feet high will give a pressure 
of 60 pounds on an average. With an enclosed tank 
pressure system, any pressure may be had to suit various 
requirements. 

The size of the tanks, whether elevated or pressure sys- 
tem, should be considered in connection with the amount 
of water available 
from the wells and 
the peak load. Other 
things being equal, 
a larger tank capac- 
ity should be pro- 
vided where there is 
a small water sup- 
ply than where 
there is a _ large 
water supply. 

In considering the 
amount of water 
necessary there are 
a number of points 
to be considered—the amount of rain-fall, dryness of the 
air, average summer heat, kind of soil, kind and type of 
greens, and the desires of the management as to the con- 
dition in which the course should be kept. 











Fig. 11.—A sprinkler for parks, golf 
courses, etc., mounted on a truck 
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Fig. 13—A combined hose nozzle and lawn sprinkler. When 
wed as a sprinkler the point is pushed into the ground which 
holds the nozzle in any desired position. Fig. 14.—Golf course 
or lawn sprinkler, connected by hose. The points are pushed 
into the ground. Where pressure is strong or where the 
‘Supply pipe is large, a number of such sprinklers may be 
ued, Fig. 15—In this sprinkler, %-inch pipe is mounted on 
4 truck so that the sprinkler may be moved in any direction. 
The Pipe is equipped with 5 sprays which force the water 
out in the shape of a fan. Under the sprinkler is shown one 
of the sprays 
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Fig. 10.—This New England garden, covering several acres, is watered 
by an irrigation system and produces the finest vegetables, regardless 


of the dryness of the season 


H. L. Miller, a writer on this and similar subjects, says: 
‘‘Where creeping, bent stolons are used, I might say that 
a fair general average for a loam soil for the Northern and 
middle Atlantic cities would be perhaps six to eight gallons 
per minute per green, for a period of two to six hours at 
each watering. Some caretakers water every other night 
and others twice a week. If watered every other night, 
one and one-half to two hours is sufficient time, depend- 
ing of course upon the size of the greens. These figures 
represent an average of 80-foot greens—100-foot greens 
would require a relatively longer time.’’ 

The word “stolon” is borrowed from the science of bot- 
any to describe trailing lines of hose or pipe. A “‘stolon’’ 





Fig. 12.—A traveling fairway sprinkler 


in botany is a trailing or reclining vine above ground, 
which strikes root where it touches the soil and then sends 
up a vigorous shoot which has a root of its own. 

Mr. Miller continues: ‘In the Northwest it is not un- 
usual to water twice a week and from six to ten hours at 
a time. Good pumps are designed for constant service, 
and the size of the pump depends upon the capacity of the 
well, length of time required for each watering and the 
aggregate daily water consumption. 

“Tf a limit is set on the number of hours for pumping, 
whether ten, fifteen or twenty hours a day, etc., the well 
and pump capacity must be developed accordingly.” 

The water requirements for golf courses vary from 30 
gallons per minute to 210 gallons per minute. Some re- 
quire even more than this. However, the plumber will 
have no difficulty in procuring pumps of this capacity, or 
even pumps that deliver 500, 600 or more gallons per 
minute if required. 

By means of certain pump equipment the operator may 
know at all times the level of the water in the well, and 
from this he can determine the capacity of it. It is ob- 


vious that the pump should not operate at a rate that 
would exhaust the well as, under these conditions, the 
pump will not work efficiently. 








































































Fig. 16.—A fairway and green sprinkler. Fig. 17.—This re- 

volving sprinkler stands 4 ft. high and has arms 20 inches 

in length. Fig. 18.—A sprinkler so built that it can be pulled 
around a lawn. It weighs 6 Ib. 


INSTALLING SPRINKLING SYSTEMS 


RESSURE systems have been described so often in 
cue Engineering”’ that it is considered that this 
article will serve a better purpose if it is confined largely 
to the spraying apparatuses themselves. 


SPRINKLING GOLF COURSES 

HERE is nothing very complicated about putting in 

an ordinary sprinkling system for a golf course. Nev- 
ertheless some makers of sprinkling equipment seem to 
think that each system should be carefully gone over and 
that a plan should be drawn by them for use by the mas- 
ter plumber. The reason given for this is that one who 
has not had experience in installing underground water 
systems will not get an even distribution of water, and 
so one part of the course may show a deeper green than 
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Fig. 23—A device designed for watering either full or half 
circles. Fig. 24.—This revolving spray weighs 3 pounds. 
Fig. 25.—A sprinkler having a motor in the sprinkler head. 
It is equipped with an aluminum water wheel and steel gears 
running in oil. Fig. 26.—A saucer type sprayer 
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another, or some parts may be neglected and become 
brown. With the various pipes used in the trailing, vis- 
ible, overground apparatuses, it is stated that when a spot 
commences to show a brown tinge, it is given an extra 
application of water. An underground system must he so 
designed as to cover the entire surface of the land. It is 
claimed that it is easy to give a lawn either too much or 
too little water. Makers of the trailing type of apparatus 
claim that their methods are efficient and not costly. The 
master plumbers who read this will doubtless, during their 
summer vacations, come across many golf courses, univer- 
sity campuses and other large expanses of land that are 
being sprinkled, and it is recommended as an interesting 
and valuable study, to check up on the watering systems of 
these various places, to notice the appearance of the grass 
where the overground, trailing systems are used and to 
compare this with the appearance of the grass where the 
underground systems are used. 








Fig. 19.—A putting green sprinkler, 44 inches high, mounted 
on a malleable iron sled, 20x18 inches; spread of arms 24 
inches. Fig. 20.—A type of lawn sprinkler, equipped with a 
roller for convenience in moving. Fig. 21.—A type made from 
3 to 44 inches high. One of these types has 4 arms instead 
of 3. Fig. 22.—This sprinkler can be adjusted to revolve five 
times in one minute or once in 5 minutes. The roller facili- 
tates noving 


It is claimed by some makers of underground systems 
that an intelligent caretaker can gauge with accuracy the 
amount of water required. The water delivered by means 
of the overground, trailing systems is applied according to 
the judgment of the operator. 

The irrigation of golf courses and greens in general, 
has long been a problem both from a standpoint of instal- 
lation and of upkeep. The aim of irrigation experts and 
engineers has been to obtain satisfactory results at mini- 
mum expense, both in the original cost and in the main- 
tenance. Heretofore great stress has been laid upon the 
upkeep of greens, with but little attention paid to the 
fairways. Now, however, the tendency is leaning toward 
irrigation of fairways and greens. The most-essential, of 
course, of the two is in the greens and the more perfect 
(Continued on Page 65) 
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“Neat as a pin” accu- 
rately describes this 
salesroom 





MILT MARVELS says the industry 1s afflicted with 
them and tells the story of a contractor who also suffers 


industry these days you have to have “‘growing pains.”’ 

It’s almost as necessary as it was once fashionable 
to have had your appendix out. The man who, today, 
isn’t conscious of growing pains will find it worth his 
while to look into the matter. Because the industry as a 
whole is badly afflicted with this favorable symptom. 

A large majority of men in business today can remem- 
ber back the comparatively few years to the time when 
the merchandising idea began to be discussed. They can 
recall when there was a change in the subjects discussed 
at conventions. Once a convention was wholly given 
over to technical subjects and to a very limited discussion 
of a very limited phase of the industry’s problems. 

Now read over a convention program. Business-build- 
ing is the keynote of every one. We take it for granted 
that the man who can qualify in his community to call 
himself a master plumber has had the technical training 
necessary, and is keeping in touch with new developments 
through his business paper. 

By far the greater amount of time is given over to the 
questions involved in increasing business, in developing 
new markets, in better management methods. That’s 
one of the growing pains making itself felt. We're even 
beginning to think of the training of apprentices in terms 
of business as well as of mechanics. If a group of men 
get together, it’s the management and selling side of the 
business they talk about. Growing pains again. 


[' YOU WANT to be right up to the minute with the 





The results are making themselves evident in the in- 
creasing number of fine display rooms, in the increasing 
amount of advertising the individual plumbing and heat- 
ing establishment, and the associations, are doing, in the 
great interest being shown in better credit methods, in 
better bookkeeping systems. We aren’t ready to put on 
the crown of perfection yet—but we’re growing. The 
old business methods fit us like the suit of clothes bought 
for us at the age of fourteen and outgrown in a year. 


“PM NOT A SUCCESS” 

HIS IS the story of a man who says: “I have no 
pip to call myself a success as yet. I still suffer 
from ‘growing pains’.”” The man who can continue to 
‘suffer’? from growing pains for the entire period of his 
business life may, I think, be counted a success. The 
day his growing pains leave him, that day he commences 
to slip. From observations taken over a fairly large 
stretch of territory in this country of ours I should say 
that growing pains are on the increase. Certainly recent 
developments, looking to a big co-operative effort on the 
part of the whole industry, indicate that the industry 
isn’t by any means finished with its growth. 

But to get back to Mr. Lindquist—G. A. Lindquist, of 
Cleveland, Ohio. He’s been in business for about five 
years, and while he modestly refuses to be called a suc- 
cess, it may at least be said that he is being successful in 
maintaining a steady growth. 
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One of the reasons, as I saw it in talking with him, was 
that he regards every plumbing and heating installation 
as a production job. The manufacturer of any product 
studies his methods of manufacture to see where costs may 
be cut. His problem is simple, in comparison with the 
production problem of the plumbing and heating contrac- 
tor. In the first place, he has one product, or one line of 
similar products, and all of his problems of production 
are concentrated under one roof. He can observe every 
detail of manufacture, from the receipt of raw material 
to the shipment of the completed commodity, without 
leaving his place of business. 

The master plumber and heating contractor’s produc- 
tion problems may be scattered all over a city—even all 
over a state. 
Every job is a 
separate puzzle, 
to be solved 
with reference 
to matters pe- 
culiar to it, and 
the only roof 
over the many 
jobs a plumbing 
and heating 
man may have 
going at any 
one time is the 
big blue sky. If 
he starts to 
walk through 
his “plant” he 
may have to 
walk all over 
the city. 


Two views of the 
Lindquist s ho p— 
Note the threader 
“on wheels” at 
right and the sign 
below 


VALUING HIS 

SERVICES 

LL THIS 

was very 
clearly in Mr. 
Lindquist’s 
mind when he 
decided that the 
time had come 
to put his name 
over a building. 
He had the pro- 
duction view of 
the manufac- 
turer; and, fur- 
ther, he said: 
“My greatest 
asset when 
starting in 
business was a 
certain amount 
of knowledge in economics, value, price and profit, and of 
modern production.” 

Now, economics is simply the study of values. You 
can surround the subject with a lot of big words—but 
When you simmer it all down to a simple statement, 
economics is simply a study of values. The products and 
the service which Mr. Lindquist had to render were worth 
SO much to the community; he had to invest something 
in the business; he had to have a fair return on his 
investment. And he knew that the only way he could 
make economics work for him was to add all these things 
together, to arrive at the total value of his services to 
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the community. Unless he was paid in accordance with 
that standard, he might just as well close up shop and 
go back to work for some one else. 

He has: been paid in accordance with that standard. 
Mr. Cleveland Home Owner pays for what he gets. He 
gets a guaranteed service, it’s true. And no doubt that’s 
why he’s willing to pay for it. And Mr. Cleveland Archi- 
tect or Builder likewise knows that the Lindquist organi- 
zation puts in the class of installation decided upon—and 
gets paid for it. 

The growing lad who doesn’t have proper nourishment 
will quit growing and will quit having growing pains. 
Likewise the growing business. And the nourishment a 
business needs is profit. 

Making sure 
of a profit is 
partly a matter 
of salesmanship 
and partly a 
matter of good 
management. 
Here is the 
thing which 
loomed up in’ 
Mr. Lindquist’s 
mind as the 
most important 
factor at the 
commencement 
of a_ business: 
“First of all, no 
matter on what 
amount of cap- 
ital a man may 
start a plumb- 
ing business, he 
should establish 
it in a business- 
like manner. 
Start with a set 
of books and 
check back on 
the jobs — that 

: is, the cost of 
them—and find out if you are making 
a profit.’’ 

Notice that habit of analysis of 
which I have been speaking lately? 
“Check back,’ he says. There’s al- 
ways some difference between what 
you put into your estimate and what 
the job actually nets. Mr. Lindquist 
wants to know definitely what that 
difference is, and, more particularly, 
how it came about. By checking back 
over a job as soon as it is completed 
it is possible to put your finger on 
whatever weakness there may have been in handling it. 
You catch the leak before it costs money on dozens of 
jobs and is only discovered when the annual check-up is 
made. ‘I found it to be a very good policy,” said Mr. 
Lindquist, ‘‘to copy the larger business houses’ methods 
of doing things.”’ 

Every job must pay a profit to the Lindquist organiza- 
tion. With the right kind of records—and, believe me, 
Mr. Lindquist has them—the estimate on any job is as 
nearly perfect as human foresight and knowledge can 
make it. But in securing a profit, there is another matter 
which plays an important role. That is: credit extension. 
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The policy followed here is, “Investigate before you in- 
vest.”” ‘I think it has more than paid us for our troubles,’’ 
remarked Mr. Lindquist. In the course of about four 
years of the life of the business only three hundred dollars 
had been charged off. Then came one of those unfortunate 
cases which added close to a thousand dollars to the total, 
but even that total isn’t large enough to be criticized. 
As against the total volume done during the four years 
or more, it would represent only a small fraction of one 
per cent. The principal thought to bear in mind is that 
since the very beginning it has been the policy of Mr. 
Lindquist to deal only with financially responsible people. 
And don’t forget what is back of that statement. Every 
man knows the temptation to take a chance when the 
business is young—to take on a job when financial condi- 
tions are a little shaky. Even good lien laws don’t bring 
back profits which, like ‘‘Bonnie’’ in the old time song 
have ‘‘gone over the sea.” 


HELPING THE “GROWING PAINS” 

VERY GOOD aid to “growing pains’’ is advertising— 
A in fact, every business specialist prescribes it. Ina 
city of the size of Cleveland, advertising space in the 
newspapers costs a bit of money. But Mr. Lindquist has 
had sufficient faith in the power of advertising to make 
the necessary investment. He has ‘‘stayed with’ a con- 
sistent program. As is always the case, it’s fairly easy 
to cite instances of calls from advertising. But I was 
more interested in Mr. Lindquist’s story of two customers. 
One of them decided after seeing Lindquist advertising 
for two years that it would be worth while to place busi- 
ness with the firm. Another one waited for four years. 
The nearest thing with which I can compare the effec- 
tiveness of advertising over a long period of time is the 





Letting the passersby on a busy street know what's going on in the building 





insurance solicitor. He makes money, of course, whenever 
he sells a new policy. But it’s the cumulative commis- 
sions built up over a period of years which swells his 
income. It’s the cumulative effect of advertising that 
gives it its greatest value. It establishes the advertiser 
in the mind of the community as a substantial and con- 
tinuing factor in the community. Two customers have 
happened to mention the fact that they have seen his 
advertising for years—others will not think of mention- 
ing it, but you can be sure that in the growing volume of 
Lindquist business there’s a nice share of it which may 
be credited to the advertising investment. 

Something ought to be said of the kind of advertising 
the Cleveland papers have carried over Mr. Lindquist’s 
name. It is rather unusual, and therefore very effective, 
for a plumbing concern to have its advertising in the 
rotogravure section of the Sunday paper. It’s unusual 
because this form of advertising is rather expensive. 
Mr. Lindquist has had.a campaign in this popular de- 
partment of one of the Cleveland papers and his adver- 
tising will compare favorably with anything else in the 
section. Fine half-tone illustrations, good layouts, attract 
the eye. The message is short. One sample I have here 
says, ‘“‘Your Family’s Health is dependent upon your 
plumbing. Be sure it is installed in the most sanitary 
way by skilled mechanics. We are not satisfied until you 
are.” Then a few words about products carried and 
equipment for service. The ad can be read in twenty 
seconds. Another reads, “A Cool Shower—on a hot day, 
makes one appreciate the convenience of modern plumb- 
ing fixtures. We can install a shower in your bathroom 
at small cost.” 

The series of ads carried in the daily paper is con- 


(Continued on Page 51) 
















































Trouble with the Wet Return 
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By MAX PAUL MILLER 


system is as important as the steam line from the 

boiler. However, more engineers and fitters pay less 
attention to it than they do to any other part of the 
system. 

Its function is to relieve the supply main of condensa- 
tion and, if not properly sized to perform its duty, the 
supply main often suffers and usually clogs up the whole 
system. 

One of the principal reasons the wet return is usually 
installed too small is that the contractor counts on carry- 
ing a certain pressure on the boiler and believes this pres- 
sure will return the drip water to the boiler. An incident 
recently occurred which illustrates this point. 

I was called on a job which would not properly cir- 
culate on account of a water-logged supply main. First I 
had to prove the main was water-logged because appar- 
ently, it was properly dripped and operated a short period 
after the system was installed. To prove this, we went 
to a first floor radiator and disconnected the supply valve 
but we could get no vapor from the opening. The pres- 
sure showing on the boiler, however, was two pounds. 
We had installed a valve on the drip point to prove the 
point, and on opening the valve and relieving the con- 
densation, circulation was established in less than two 
minutes. 

The supply main, in this case, was 2%-inch with a 
l-inch wet drip back to boiler which had another 1-inch 
drip tied into it, and had fourteen 1-inch elbows before 
it connected to check valve and boiler. After increasing 
both drip lines to 1%4-inch and increasing to 1%-inch 
Where they united, we had no further trouble with the job. 

The point we wish to bring out is this: The fitter and 
the engineer both stated that as we have two pounds 
Pressure showing on the boiler, the 1-inch lines should be 
large enough as the pressure was sufficient to shove the 
Water back to the boiler. It was explained to them that 
a8 we have two pounds pressure at the boiler, the pressure 
existed on the top as well as the bottom of boiler, there- 
fore the pressure between supply main and wet line was 
very little, and the pressures in both lines were: practically 
equalized. 

It is understood that to create circulation in any line, 
we must have a difference in pressures, and the only 
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difference in pressure we have in a wet drip is the static 
head between the low part of the supply main and the 
water line in the boiler minus the loss of pressure be- 
tween boiler and drip point, which, in this case, was one- 
quarter of a pound. 

The distance between water line and supply line was 24 
inches which is equivalent to about .89 of a pound pres- 
sure, less the loss of pressure which was .25, —.64 pound. 

We had a check valve near boiler which usually re- 
quires about three ounces pressure to lift the clapper; the 
14 elbows required about % ounce each, and the skin 
friction on the 1-inch pipe about 4 ounce in 10 ft., which 
gave a total back pressure of 6 ounces in piping and con- 
nections which is 6 pounds, although we had only .64 
pounds to overcome this pressure. This was the reason 
that the plant would not work as there was no difference 
in pressure to return the condensation to boiler, so it 
remained in the supply main.. 


LARGER WET RETURNS 

RECALL another plant in a bank where %-inch drip 

lines connected to a 1-inch wet return. The job never 
worked until larger wet returns were installed, and there 
is no better working vapor installation today. 

Most vapor jobs are wrong because of improper drip- 
ping, not because they have too few drips, but because of 
the sizes of the drips and the size of the main wet return. 

A good rule to follow is never to make the drip pipe 
(that is,the vertical pipe from the supply main to the wet 
return) less than 14-inch. The horizontal wet return 
line should never be less than 11%, inches and when there 
are more than two drips entering the same wet line, this 
line should be increased as follows: 

For two 1%4,-inch drips from supply main, the wet re- 
turn should not be less than 11 inches. 

For two to four 1%4-inch drips from supply main, the 
wet return line should not be less than 2 inches. 

The above sizes are for the average vapor system. 
Judgment should be used and sizes selected in proportion 
when large vapor systems are installed. 

Many engineers consider the wet return useless and 
sooner or later have a pile of grief on their hands. Some 
attempt to drip a vapor job through a thermostatic trap, 

(Continued on Page 54) 











Predict Oil Burner avd Refrigerator “Garage” at 
Oil Burner Convention 


Service is subject of prolonged discussion 








Leod D. 


annual convention of the American Oil Burner 

Association not mentioned in the report in last 
week’s issue. This convention with its 1,200 registrants, 
2,000 attendants, many visitors, and the exhibits of 73 
manufacturers of oil burners, oil burning boilers, acces- 
sories, etc., was the cause of much enthusiasm on the 
part of the association. 

The May Oil Burner Corp., Baltimore, Md., was brought 
into prominence on account of its efforts in bringing 
members into the association. Prizes had been offered 
to the oil burner company that would bring the largest 
number of oil burner manufacturers into the association. 
Two other prizes were offered to oil burner dealers and 
salesmen, who would get the largest number of mem- 
bers for the dealers’ division of the association. The 
manufacturers’ prize was won by the May Oil Burner 
Corp.; the two prizes for dealers and salesmen were won 
by W. A. Webster, engineer, and W. A. Karn, New York 
representative of the May Oil Burner Corp. 

A number of busses carried attendants to visit the In- 
stitute of Thermal Research, the experimental laboratory 
of the American Radiator Company, where various tests 
are being made. 

For the first time in the history of the organization, a 
president succeeded himself in office. Lionel L. Jacobs 
of Fess Oil Burners, Inc., Toronto, Canada, was re-elected 
to that office. The other officers were George Kittel, 
president Aeroil Burner Company, Union City, N. J., first 
vice president; Edwin M. Fleischmann, president May Oil 
Burner Corp., Baltimore, Md., second vice president; 
Walter Tant, president Silent Automatic Oil Burner Cor- 
poration, Detroit, third vice president; J. C. Johnson, 


7: HERE were many interesting features of the fourth 





Becker, executive secretary, A. 0. B. 





Bohn, president, 

Preferred Utilities Co., New York; W. F. Tant, president, Silent Automatic 

Corp., Detroit, Mich., third vice president, A. 0. B. A.; Lionel L. Jacobs, Fess 

Oil Burners, Ltd., Toronto, Canada, president, A. O. B. A.; Edwin M. Fleisch- 

mann, president, May Oil Burner Corp., Baltimore, Md., second vice president, 
A. 0. B. A. 


A.; R. S. 


S. T. Johnson Company, Oakland, Calif.; fourth vice pres- 
ident; Oliver W. Ward, W. W. Ward & Son, Rutland, 
Vt., fifth vice president. The executive committee is 
headed by Edwin M. Fleischmann. 

Edward T. Bailey, president of National Aeroil Burner 
Company, Philadelphia, was elected to the newly created 
office of chairman of board of directors which heretofore 
has been held by the president. There are twenty-seven 
members on the board of directors. The principal speaker 
of the banquet was Ernest H. Peabody of New York, who 
spoke on oil burners and had a great deal to say about 
the merchant marine of the United States. The American 
shipyards are being shut down, he said, while those in 
Europe are being kept busy. 

At the banquet Edward T. Bailey of Philadelphia pre- 
sented to the president-elect, Lionel L. Jacobs, of Toronto, 
a gold replica of Aladdin’s lamp, in recognition of his 
services to the association during the past year. 

Leod D. Becker was honored by the following resolu- 
tion which was adopted by the association: 

‘Whereas from the first day of the organization of the 
American Oil Burner Association down to the present 
time, Mr. Leod D. Becker has served the association as its 
executive secretary and treasurer, and has given to us 
abundantly of his time and ability as well as of his private 
office facilities without stint, and without remuneration 
of any kind; Now therefore, 

“Be it resolved, that the board of directors desire t0 
express to Mr. Becker the full appreciation of its mem- 
bers and of the association for the remarkably successful 
and efficient service he has rendered, and more fully for 
the vision which he has had from the beginning of the 
possibilities of co-operation within our industry, and for 
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Leak-proof 


pipe joints for your customers 















When your men pack pipe joints, make sure 
that Jenkins Packings are supplied. When 
these leak-stopping materials are used, joints 
stay tight and give the length of service which a 
reputation for good work makes necessary. 


Jenkins Packings are furnished in sheets—or in 
ready cut gaskets for greater economy and 
convenience when a large number is to be used. 


Rubber from the plantations that grow the 
finest rubber is the basis of Jenkins Sheet 
Packings. Jenkins packings benefit by many 
years of experience in the manufacture of rubber 
composition valve discs and other leak-proof 
materials. Before a Jenkins Packing is recom- 
mended, it has met the conditions of actual 
service under high pressure, under low pressure, 
under varying temperatures of steam, water, 
air or other fluids and vapors. 











Jenkins ready pandee are obtainable 
cut from any brand of Jenkins Packing. 
ey save time and prevent waste. 

















JENARCO 


JENARCO is a red vulcanized 
rubber sheet packing. Maintains 
perfect tightness in any joint 
carrying hot or cold water and 
saturated steam at all pressures. 


JENKINS °96 


JENKINS ’96 is a black unvul- 
canized rubber sheet packing. 
Vulcanizes in the joint and 
maintains perfect tightness in 
any joint carrying hot or cold 
water and saturated steam at all 
pressures. 


OILTITE 


OILTITE is a vulcanized pack- 
ing, compounded of rubber and 
oil-resisting ingredients. It is 
recommended for use on lines 
carrying gasoline, kerosene, crude 
oil, etc. 


COMPRESSED 
ASBESTOS JOINTING 


COMPRESSED ASBESTOS 
JOINTING is a_ packing in 
which asbestos fibre has been 
combined with other carefully 
selected ingredients. For high 
pressure superheated steam. 


Write for Our Packing and 
Gasket Folder 
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Food cAvailable with 
Economy and Safety 


EFRIGERATION, today, plays an 
important part in the economy and 
safety of our food supply. Perfect re- 
frigeration depends largely on perfect 
systems of pipe — and no pipe system is 
better than its fittings. 


Made from carefully selected iron, con- 
stantly tested by experienced metallur- 
gists against the Stockham standard of 
quality, Stockham Fittings are safeguard- 
ing pipe systems for steam, water, gas, oil 
and air, the world over. 


Through every stage of manufacture, 


painstaking care is exercised to make 
every Stockham Fitting suitable for its 
purpose. The man on the job finds they 
save his time. He finds their finish is a 
little better, their alignment more exact, 
their threads perfect, their flanges and 


, chamfered faces more carefully made. 


And Stockham Fittings are always 
available any time in any quantity from 
your jobber — the man who best knows 
your needs, doesn’t overstock you, always 
has ample supply and is always your 
friend in time of trouble. 


reer STOCKHAM om 


PIPE & FITTINGS COMPANY 
BIRMINGHAM, ALA. 


complete catalog 


YOUR JOBBER 


Warehouses with Complete Stocks in: 


CHICAGO, ILL. 


LOS ANGELES, CAL. 


STOCKHAM FITTINGS 
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the congenial and indefatigable manner in which he has 
endeavored to give this vision to us; 

“Be it further resolved that this resolution be read in 
the coming general session of the convention and given 
further publicity as may be convenient.” 

One of the most spirited sessions of the convention was 
the last when Walter S. Tant, president of the Silent Auto- 
matic Oil Burner Corporation, presided. The members 
of the association have been wondering why the Timken- 
Detroit Co. markets its burners only through branches. 
This was explained by H. Finnie, general manager for that 
concern. This company has been widely known in auto- 
motive and other fields for fifty years. Its officers felt 
that in the beginning at least, it was well to protect its 
honored name and to be sure that every oil burner they 
put out would reflect credit upon them. 

One great difference between the oil burner and most 
other household devices, said Mr. Finnie, is that the oil 
burner requires service. Refrigerators, also, require a 
little service. If the refrigerator fails to function for a 
few hours nobody is harmed, but if heat is not provided 
in cold weather, the results may be disastrous, especially 
where there are sick people. There is no business in which 
prompt service is so essential as in the oil burner business. 

We have started a generation of fairly good automobile 
mechanics, and we have developed a very good race of 
radio mechanics. The day will come when almost every- 
one will understand the mechanism of the oil burner as 
well as he understands the automobile and radio, and the 
day is coming soon when oil burners and refrigerators will 
be serviced by the oil burner and refrigerator ‘‘garage.”’ 

But the marketing and servicing methods that apply 
to refrigerators, vacuum sweepers, etc., do not apply to 
oil burners. Nothing, said Mr. Finnie, can be so pro- 
ductive of ill will as a dealers’ organization going out 
of business or relaxing its vigilance in giving service. 
And for this reason, Mr. Finnfe explained, their three 
branches and fifteen sub-branches, each of the latter cov- 
ering a radius of fifty miles are now in operation. 

B. K. Baton of the Winslow Boiler and Engineering 
Company, Chicago, has thought service, talked service and 
experimented with service to such an extent that in oil 
burner circles his name is associated. with service. So his 
paper on “Organizing for Service’’ was listened to with a 
great deal of interest. 

Service, he said, is the keynote of dealers’ and manu- 
facturers’ success, and anything that can put service on a 
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better basis is a distinctive benefit to both. Any mechan- 
ical product is subject to service, and the oil burner is no 
exception. 

Manufacturers have three attitudes toward service, he 
explained. One group claims that there can be no service 
on their burners. One large advertiser said that he gave 
a guarantee for a period of five years that there would 
be no service required on his oil burners. A _ second 
group recognizes service and its necessity, but announces 
to the world that they will give service for time and 
eternity. The third group approaches service from a more 
reasonable point of view. The expense, character and 
extent of service were discussed at length. 

LePage’s glue, it was said, was used to make pipe joints 
tight. It was asked whether this is approved by the 
Underwriters’ Laboratories. Another member _ replied 
that Underwriters’ Laboratories did not, at the present 
time, approve or disapprove of the use of glue, but re- 
ported, in the light of the experience of various oil burner 
men, it might be very serviceable. This glue was recom- 
mended by others in the assembly. 

In connection with the discussion on service, Homer R. 
Linn, engineer of western executive office of the American 
Radiator Company, Chicago, known far and wide in the 
heating and engineering circles for his advocacy of good 
chimneys, told how important chimneys are to the oil 
burner man. 

It was explained that the oil burner runs ten times as 
many hours as an automobile and requires one-tenth the 
service. One speaker said: ‘‘Talk less about service.” 

Various methods of rendering better oil burner service 
were discussed. One manufacturer inspects oil burners 
once a month for a year for a yearly fee of $30. Another 
uses a coupon book. A book of coupons is sold with the 
oil burner. When there was a charge for service, this 
is paid for by coupons from the coupon book; $30 is added 
to the cost of the burner for the book. The charge for 


service the second year was also $30 for monthly in- 
spection, 
Mr. Eaton, who has had several years’ experience in 


the West as a heating contractor, continuing the discus- 
sion of chimneys, told about the trouble he had expe- 
rienced with too many vents into the stack. He advo- 
cated the use of one flue for each heating appliance 
where practical. If a water heater is connected into the 
flue, you are up against a problem in many instances. 


(Continued on Page 52 











The banquet at the fourth annual convention of the American Oil Burner Association, in Buffalo, N. Y. 













































ing Drawing Problems from an educational stand- 
point, are coming to us. 

Recently an enthusiastic member of the class wrote 
us that he thought the good that came out of these 
problems was greater than from any other educational 
effort that had ever been made in favor of the plumber. 
We don’t know but this is stretching the truth just a bit, 
but it is a fact that the opportunity to learn much 
about modern plumbing practice is freely offered through 
these problems. 

If you have ever studied alone at home night after 
night, you know what a hard game it is. The corre- 
spondence school plan made this studying more fruitful, 
for it provided instruction and a sort of guidance. But 
in working out the ‘“‘Domestic Engineering’ drawing 
problems, you are practically going to school again, and 
going to school beats the individual studying plan every 
time. When you go to school, when you sit in a class 
under instruction, you not only get what the teacher 
gives you, but you have the opportunity of observing 
what each member of the class has done, where each has 
made good, and where he has fallen down. Yours may 
be only one of a dozen or more ways in which some piece 
of work can be done, and classroom work gives you a 
great chance to benefit from the thinking that each 
member has been doing on the problem that is being 
considered. 

These drawing problems are being handled in just the 
manner that schoolroom work is handled. Each drawing 
that is submitted is later on discussed and thoroughly 
analyzed in a special article devoted to the drawing prob- 
lem that the drawing.relates to, and so you see, that 
when you send in a drawing, you are not only doing 
yourself a good turn, but you are benefitting hundreds 
of other students who are following this work, for each 
one of them gains knowledge from reading the discussion 
that is published relative to your drawing. 

We feel that we have only just scratched the surface, 
so to speak, in presenting these problems,—in other 
words, we feel that they may be made beneficial in many 
ways that we have not tried out. 

In this present problem we are going to try out some- 
thing new, that is, something that we have not attempted 
before. 

We are giving you the cellar, first and second floor 
plans of a very comfortable modern home. 

In the first place, we want you to draw an elevation of 
the plumbing, showing the complete plumbing system as 
it now stands. 


CD ie dea proofs of the great value of the Plumb- 


Plumbing 


Problem 


The great cry nowadays is for additional bathroom 
accommodations. You probably know from actual expe- 
rience, that when all hands are hustling to get out of 
the house in the morning, a separate bathroom for each 
member of the family would be a great thing. 

Well, after the house is completed and the plumbing 
all in, just as shown, it is decided to put in a new toilet 
room on the first floor, and a second one on the second 
floor, each of the two to contain a water closet and a 
lavatory. 

We want you to do this,—to accomplish this in the 
best possible manner. We want you to show on the 
two floor plans how you would do it, and then to show 
the additional work on your plumbing elevation. 

You can turn a closet to this purpose, or you can do 
anything else that would be practical. If you can ge 














J. A. G. Beach, plumbing inspector, Atlanta, Ga., for 28 years 
Mr. Beach’s participation in plumbing discussions in “Domes 
tic Engineering” is valued by the trade 
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Your Customers Want It - You Can Supply 
the Utmost in Heating Convenience — 


The ultimate in heating convenience has been 





















attained in the perfection of Gas-Era Gas- Gas-Era Features 

Fired Boilers! Light this Boiler in the Fall, that Interest the User 
shut off the gas in the Spring! Every phase ‘ iin the Fall; forget it until 
of its operation is automatic— even to supply-- Yee 
ing the fuel. A room thermostat checks the RE aie sorcery 
fire at night, fires up in the morning, and ee 
maintains uniform heat during the day. The « tinea’ 
gas meter supplies the fuel. 5. As fuel consumption increases, 


fuel cost per unit decreases. 


6. Any one of four 


People want that kind of convenience and are suis sobimant: 
willing to pay for it. You can supply this — will cutoff How of 
convenience (Gas-Era Gas-Fired Boilers) gency. 

and get the pay for it. A good Steam! from 400 to 


12,000 square feet 
of radiation; Ca- 


profit in every installation. 


pacities in water; 


’ from 650 to 19,800 
Oats square feet. 
Write for descriptive information and 
details of our dealer proposition. 


Gas Pressure 


L. J. MUELLER FURNACE CO. 


167 Reed Street Milwaukee, Wisconsin 





RICHARDSON & BOYNTON CO. 


Eastern Distributors 


260 Fifth Ave. New York City 


Positive 
Electric 
Controls 


| 


GUARANTEED RATINGS 
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I have no hesitancy in saying to my host of 
friends that WOLFF can give the kind of service 
and the quality of ware that every Master Plumber 
takes pride in selling. 








It isn’t necessary to remind any plumber of 
the national reputation that Wolff has enjoyed for 
making the best plumbing goods that money can 
buy. As a journeyman and as a Master Plumber 
I took great pride in installing and selling these quality fixtures. 





















So it was quite natural for me to search around, when I became associated with 
Wolff, to see why Wolff goods were not even better now than they have ever been, for 
we have most of the same skilled workmen and they use the same raw materials that 
they always used. 


More than that—hundreds of thousands of dollars have been spent during the last 
couple of years for new machinery, new enamel furnaces and new patterns. Is it any 
wonder we are so cock sure that we can make better fixtures today than we have ever 
made? 





And the best proof that I am right is reflected by the large increased business we 
are enjoying—but, why shouldn’t we? ‘WOLFF QUALITY” without paying a premium, 
modern machinery and improved methods has made this possible. 


WOLFF QUALITY If you are not enjoying the privilege of selling Wolff Quality 
Wins again plumbing, drop me a line to send you some samples; they’ll do 
the rest. ' 


Yours for service, 
Seed 
President 


WOLFF MANUFACTURING CORPORATION 
Main Office and Factory 2057 Fulton St. CHICAGO 


Medal of Award Branches or Distributors in all Principal Cities 
SESQUICENTENNIAL Makers of ‘WOLFF DURO” Brass Goods since 1855. 
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the two toilet rooms so located 
that one stack will handle them, 
so much the better. You will find 
several things to remember,—for 
instance, you will have to see to 
it that the stack for a new toilet 
room does not run up through the 
open space of a room, 

Do the best you can on this. 

If you are stumped in getting 
two toilet rooms in, try only one. 

We expect to get any number 
of different solutions. 

The chap that can work this 
problem out in isometric has an 
advantage, and we hope to re- 
ceive many isometric drawings of 
this work. 

By the way, this would be a 
very simple problem in isometric, 
and if you ever intend to get 
started, this is a fine opportunity. 
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THE KEWANEE UNION 








POINTS OF 
ADVANTAGE 


1. Bronze-to-iron thread con- 


Easily disconnected 
scicieeelonaaariaanuiviun with a wrench 


seat—no gasket 


3. Solid three-piece constr7*~- 


tion—no inserted parts The least corrosion on the threads of an ordinary 
Cad ty mms om union means forcing the disconnection the next 
” dtl tata deeaaine time it is taken apart, often by chiseling it off. 
unions And sooner, rather than later, that means the 


5. Easily disconnected with a scrap heap. 


wrench—no force required * Kewanees can’t corrode. The threads are forged 


manganese bronze-to-iron. As far as the unions 
are concerned you can throw away your sledge 
hammer and cold chisel as soon as you install 
Kewanees on any line of pipe. The nut is made of 
tough malleable iron that will stand the battering 


of thousands of disconnections and still work 
easily. 











All you need is a wrench 
to disconnect a Kewanee 
Union, anywhere or any- 
time. 


This is one of the five reasons why it is more 
economical to pay a little more for your unions 
if you specify Kewanees. 


WALWORTH 


Walworth Company, General Sales Offices: 51 East 42nd St., New York 
Plants at Boston, Mass.; Kewanee, IIl.; Greensburg, Pa.; and 
Attalla, Ala. 
Distributors in Principal Cities of the World 


Walworth Ltd., 10 Cathcart St., Montreal, P. Q. 
Walworth International Co., New York, Foreign Representative 
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How to Burn Coal 


of coal is in house heating boilers. It is also claimed 

by smoke inspectors that a large part of the smoke 

in our large cities is produced by domestic heating plants. 

Industrial chimneys and stacks are higher than domestic 

chimneys, as a rule, and this allows the smoke from the 
latter to mix more readily with the air we breathe. 

Here are three reasons why the heating contractor 

should be concerned about inefficient operation of the 


heating plants he installs. There 


T IS a well known fact that the most inefficient use 


3. Do not let the fire burn too low. 

4. For quick heat fire only a small amount of coal. 

5. Study carefully the proper use of the three dampers. 
Usually it will be found that (a) pipe or flue damper 
should be open when firing fresh coal and should be partly 
closed when the fire is well started; (b) the ash pit damper 
should be open to start up fire, open a little during the 
day, but shut at night; (c) the check draft damper should 
be shut to start up fire, open partly during the day and 


m night as experience shows to be 





are still other reasons, if one 
wished to enumerate them. 
Every heating man doubtless 
knows how to burn coal effi- 
ciently and smokelessly in the 
heating plants he puts in, but 
it is difficult to get this idea 
across to the home owner, and 
have him act upon it. There is 
an advantage to the heating 
contractor, however, whenever 
the home owner is induced to 
heat his home without waste 
or smoke because much of the 
credit will reflect back to the 
plant, and from the plant, 
credit will be reflected back to 


WILLIAM E. DEVER, 
the contractor who put it in. Mayor 








DONT MAKE 


Smoke makes di 


smoke and waste. 
us—Room 704, City Hall. 8. 


necessary. 

6. When fresh coal is fired, 
admit air over the fire through 
the slide in the fire door until 
smoking ceases, and then close 
the slide. 

7. Do not open the fire door 
to check the fire; learn to use 
the dampers to control the rate 
of burning; all air admitted 
above the fire in excess of that 
needed for combustion simply 
cools the heating surfaces 
which furnish the heat for the 
house. 


y air and is a 
menace to public health. 


Smoking chimneys are unnecessary, mean fuel waste, and 
a yearly loss of millions of dollars. 


We can tell you how to prevent 


Come and see 
When firing coal for a 
long run or “banking”’ for the 


HERMAN N. BUNDESEN, no 
omooaernmam 1 night, push the live coals back 








An easy way to instruct home 
owners in the efficient and 
smokeles: ‘use of cual ic to type. 
out for their use the instruc- 
tions in this article, which are taken from a bulletin issued 
by the engineering extension department of Purdue 
University, three parts of which were compiled by C. H. 
B. Hotchkiss, assistant professor of heating and ventilating 
of that institution, and L. B. Breckenridge, and one part 
of which was prepared by Mr. Hotchkiss, incorporating 
suggestions for burning Indiana coal. 


The bulletin follows: 


Part 1. Preparation of Equipment for Any Kind of Coal 

a. See that the grates are in good order. 

b. Seal air leaks in ash pit and around clean-out doors, 
otherwise the dampers will not control the fire. 

c. Cover steam and water pipes to prevent unnecessary 
radiation. 

d. Provide suitable clean-out tools for boiler flues. 

e. Save your coal by not operating your furnace or 
boiler in mild weather,—use fireplaces, gas logs, kerosene 
heaters, etc. 

f. Prevent air leaks as far as possible by weather strips 
and storm windows. 

g. Provide for recirculating air in hot-air furnaces by 
convenient slides in the pipes. 

Part. 2. Management of Furnace for Bituminous 
(Soft) Coal 

No change in grates is needed to burn bituminous coal 
in furnaces heretofore using anthracite, except in the case 
of grates adapted to fine sizes of anthracite where the air 
Passages are small and not easily cleaned. To burn 
Volatile coals without serious smoking may require change 
in equipment. 

1. Keep heating surfaces clean. 

2. Carry a deep fire (12 to 18 inches). 


Poster used to educate the public on the waste and 
unhealthiness of smoke 


or to the side and put a lot of 
fresh coal into the hole thus 
made; it will burn slowly and 
keep a long time. If large 
cakes of coke are formed in the furnace, these should be 
broken up ond the fire levelled. 

9. Shake out the astos when necessary, but do not 
waste coals into the ash pit. Close the ash pit door while 


shaking. 
10. Do not let ashes pile up under the grates. In this 
way grates “‘burn out.’”’ Grates should last many years. 


11. To save the heat made by burning coal, the fol- 
lowing suggestions may appeal to some: 

(a) Do not heat unused rooms; (b) let in sunshine; 
(c) pull down shades early at night; (d) do not ventilate 
unnecessarily all night; (e) do not overheat the house—65 
to 70 is sufficient for most people; (f) get a thermometer 
and watch the weather. 

To avoid the soft coal dust, the fuel should be well wet 
down before being put into the cellar and the front of 
the pile kept moist, with an occasional bucket of water. 

Part 3. Rules for Burning Coke with Small-Size 
Anthracite 

a. Carry a deep bed of fuel—even above the level of 
the fire door. 

b. Shake the grate to remove ashes and lower the fuel 
bed but stop when the first live coals appear. 

ce. Spread a thin layer of anthracite over the entire 
grate and allow a few minutes for this fuel to ignite. 

Next fill the fire pot with coke, and allow this to burn 
until blue flames appear, then add another layer of an- 
thracite. 

d. After firing and seeing that the charge is ignited, 
check off the draft to the desired point for slow burning. 

e. When banking the fire for the night, use less coke 


(Continued on Page 52) 
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A turning point in radiator history 


By offering the more beautiful AMERICAN-CORTO 


radiator at standard prices, a turning point has been 


FSS » 4 5 " . 
ihe reached in the heating industry. From this time 
Baa forward all radiator beauty and effectiveness will 


+f have a single measure of comparison —the beauty 


and effectiveness of the AMERICAN-CORTO. 


AMERICAN RADIATOR (COMPANY 


Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Philadelphia 

Baltimore, Washington, Buffalo, Richmond, Pittsburgh, Cleveland, Detroit, Cincinnati, Atlanta 

Chicago, Milwaukee, Omaha, Indianapolis, St. Louis, Minneapolis, St. Paul, Denver, Kansas City, 
San Francisco, Los Angeles, Seattle, Toronto, London, Paris, Milan, Brussels, Berlin. 





Makers of IDEAL Boilers for coal, coke, oil and gas. AMERICAN Radiators, ARCO Hot Water Supply Heater 
VENTO (Ventilating) Heaters, Heat-Controlling Accessories and other products 
for drying, humidifying, cooling and refrigeration. 





















Mention Domestic ENGINEERING when writing advertisers. 
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Coal Burning ARCO Tank 
—in Six Sizes. Advertised 
prices to public, $84 up. 
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Gas Burning ARCO Tank 
—in Six Sizes. Advertised 
prices to public, $66 up. 
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You WILL Make Money 
Selling ARCO Hot Water Tanks! 


America’s Fastest Selling Water Supply Heater! 
The biggest turnover profits ever offered the Trade! 





Every: month in 1926 (its first year) has witnessed heavily increasing 
demand and sales for the Ideal ARCO TANK, for constant Hot Water 
Supply. The big, fast-growing volume of business which has come to 
our customers and to us is most pleasing, but not astonishing— 
because Heating and Plumbing Merchants and Manufacturers who 
offer the most attractive values and service to the public are the ones 
who are winning greatest success and largest profits! _ 


Ideal ARCO TANKS are the quickest, most economical, hand- 

somest water supply heaters on the market; our tremendous 

volume of national advertising and increasing sales promotions 

guarantee to the Dealer easier selling, faster turnover, reduced 
iM h yearly selling expense, steadier profits, consumer-satisfaction. 
ama These advantages all make the buying and selling of ARCO 

TANKS an easy and safe thing for the Dealer! 

Join in the success at once! If your Wholesalers cannot 


furnish you a sample immediately, then write, phone or 
wire your order today to our nearest Sales Branch. NOW! 





ae AMERICAN RADIATOR (OMPANY 


Atty, 1807 Elmwood Avenue - Buffalo, N. Y. 





A ‘ Showrooms and Salesrooms in principal cities of America, 
WORLD f Canada and Europe. 
INSTITUTE 


Makers of IDEAL Boilers, AMERICAN Radiators, ARCO Hot Water Supply 
Heaters, VENTO Ventilating Heaters, Heat-Controlling Accessories, and 
other products for drying, humidifying, cooling and refrigeration. 
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Oklahoma Celebrates Silver Anniversary 


H. O. Green, Ponca City, a former president, again selected by 
Oklahoma association at its twenty-fifth convention 


held its twenty-fifth annual convention at Muskogee 
on Monday and Tuesday, April 11 and 12. The 
meetings were held at the Severs hotel and, as this year’s 
convention was in commemoration of the silver anniver- 
sary of the state organization, it was doubly significant. 
The topics on the program showed evidence of careful 
selection and were handled in a concise manner by 
speakers who were fully acquainted with their subjects. 
It was voted to increase the allowance of zone governors 
from $50 to $100, and to send a representative to the 
conventions of the immediate adjoining states. Clark 
Nichols, Eufaula, Okla., attorney, and former state legis- 
lator, discussed liability laws and outlined a method of 
getting a plumbing code passed. No action was taken on 
the request of Mrs. E. D. Hornbrook, Kansas City, National 
president, Women’s Auxiliary, that the association recom- 
mend to the census bureau that the women of the country 
be classified as ‘‘home makers,”’ as retiring President Sam. 
A. Rice of Oklahoma City explained that this had already 
been adopted by the Oklahoma City local and that in- 
formation concerning this had been mailed to the other 
associations in the state. Nor was any definite action 
taken as to the part Oklahoma will take in the expansion 
program of the National Trade Extension Bureau, it being 
left in the hands of the officers and trustees to take care 
of the matter when it arises. 


a: HE Oklahoma State Association of Master Plumbers 


NEW OFFICERS 

O. GREEN of Ponca City, a past president of the 
H. association, was again elected president to succeed 
Sam. A. Rice. A. T. Hogle of Muskogee was named vice 
president. D. R. Lynch of Tulsa was re-elected secretary. 

George E, Morris of Ponca City was elected treasurer. 
The following zone governors were elected: Elmer 
Bradford, Blackwell, north-west district; L. M. Megee, 
Tulsa, north-east district; Harry Pruess, Oklahoma City, 
south-west district; C. T. Wewoka, south-east 


district. 


Isaacs, 








Sam. A. Rice, Oklahoma City, William F. Black, Enid, 
and James J. Cosgrove, Muskogee, were elected trustees. 
In accordance with the by-laws of the association the 
president will be the delegate to the national convention. 

On the invitation of D. R. Lynch it was voted that next 
year’s convention be held at Tulsa. 

When the meeting opened President Sam. A. Rice was 
in the chair. After the singing of ‘‘America’’ and the 
invocation by Rev. C. M. Walker addresses of welcome 
were received from W. E. Oliver, president, Muskogee 
local; E. D. Fishback of Bartlesville, past state president; 
Dr. W. S. Willey of Muskogee; R. P. Harrison of the 
Muskogee chamber of commerce, and Mrs. A. T. Hogle, 
president, Muskogee auxiliary, H. S. Stevens and W. R. 
Threlfall, president and vice president, respectively, of 
the Kansas State Association and guests at the conven- 
tion, were introduced. In the absence of National Presi- 
dent Albert J. Wilson, Jere Sheehan, Jr., national director 
of St. Louis, extended the greetings of the National Asso- 
ciation. 

Mrs. E. D. Hornbrook, Kansas City, Mo., president of 
the Women’s National Auxiliary, extended the greeting 
of that organization. Mrs. Hornbrook told of the work 
being done by the General Federation of Women’s Clubs, 
whose slogan is, “running water in every home.” She 
asked the men not to disregard the women in their plans, 
but to give them something definite to do or else the 
women would have to outline a plan of their own. 


COMMITTEES APPOINTED 

HE following committees were appointed by President 
2 ox: Credentials committee, A. T. Hogle, Muskogee; 
E. L. Freeman, Tulsa; George Morris, Ponca City; audit- 
ing committee, Harry Pruess, Oklahoma City; W. J. Case- 
more, Ponca City; J. H. Carnahan, Tulsa; resolutions 
committee, E. D. Fishback, Bartlesville; Elmer Bradford, 
Blackwell; Claire Gillert, Ponca City. O. I. Clark of 

Beggs, Okla., was appointed sergeant-at-arms. 
President Rice, in his report, reviewed the activities 








First section of group photograph of delegates and guests attending the twenty-fifth annual convention of 
the Oklahoma State Association of Master Plumbers 
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The 
Biggest 
Handful 
of 
Die Stock 
on the 
Market 


Year after year, for 19 years No. 6 Beaverette has 4 
been earning a profit for an ever increasing army of 
users. wailed _— You Ought to Read No. 19 


No subject is receiving the serious attention 
that is now being given to time and labor and 








For, in this compact, handful of die stock, are four 


die stocks in one. It’s really a 4-way die stock—because Contents ates tun enn am tne 
it threads four sizes, y, 3K, % and 34 inch simply by items have learned some very profitable 





shifting a dial plat. lessons. 


No. 6 is an ingenious little tool. To thread the 14 to Booklet No. 19 pre- 
34 range two thread pitches are encountered—14 thread — a on 
and 18 thread. But the two different sets of dies are important angles per- 
always in the tool. For instance, when you set the dial taining to this import- 
plate for 14 or 34 inch—the 14 x %% inch dies auto- 


ant subject. You'll find 
° d ° a ° that 5 10 minut 
matically withdraw out of threading position, and vice pig sith 
versa. 


spent on Booklet No. 
19 will return a greater e 
profit than hours and 
hours spent in doing 
actual work. You 
ought to read it. 





The universal pipe centering chuck instantly centers 
the pipe—no loose bushings. 


Consequently No. 6 Beaverette is a compact, com- * — 
pletely self-contained die stock, ruggedly built, having Pee homolog 
no loose dies or bushings to fuss with—‘‘It’s all There “wenn copy promptly. 
When You Want it.”’ 


Buy it through any supply house. 


THE BORDEN COMPANY 


510 Dana Avenue Warren, Ohio 


New York Office: 50 Church St., New York City 































The Borden Company, 
Warren, Ohio. 

Please send me a copy of Booklet No. 19 which 
you say presents new angles to the time and labor 
discussion. 
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Flexitite Disc 





















Old Style Solid Disc Old Style Two-Piece 


Disc 


Because Old Style Discs 
Weren’t Good Enough 


‘ R YEARS it was thought impossible to make 

a no-leak gate valve. The reason was that 
neither of the old style discs could be made to seat 
properly, so they would shut off absolutely tight both 
when new and when old. Globe valves were used when- 
ever a positive shut-off valve was needed, even in places 
where a full-opening, free-flow gate would have been 
preferred. 


The Flexitite Gate Valve has changed all this. Hun- 
dreds of plumbers and steamfitters who said the old 
style discs weren’t “good enough” will tell you that the 
Flexitite Gate is the first they have seen that never leaks. 


The Flexitite Disc seats itself perfectly—shuts off abso- 
lutely tight—because it is made resiliently flexible by 
means of a hollow center and a slotted edge. This flex- 
ibility insures a positive compression contact between 
both sides of the disc and the valve seats every time the 
valve is closed. 


You will know why the Flexitite has become the most 
1 popular gate valve on the market the minute you ex- 
{ amine it. Your Wholesaler’s salesman will be glad to 


O-B No. 20 Line show you a sample. 
Flexitite Gate Valve 

















(Patented) 





Ohio Brass Company 
Mansfield, Ohio 
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and the progress of the association during the year and 
thanked his fellow officers for the help they had given 
him. He then delved back many years in the plumbing 
business and pointed out that many of the men who were 
active and leaders in those early days were still loyal and 
at the helm, if still living. 


RESOLUTIONS 
HE following resolutions were thereupon passed by 
Tite association: 

“Resolved, that the sympathy of the Oklahoma State 
Association be extended to J. E. Sullivan in his late 
bereavement in the death of his good wife. 

“Resolved, that a vote of thanks be extended to the 
management of the Severs hotel, the trade papers, the 
local press, the chamber of commerce and to Clark 
Nichols. 

“Resolved, that the association extend a vote of thanks 
and appreciation to the officers and members of the 
Muskogee local association for their generous hospitality, 
entertainment and for the good cheer shown their guests. 

“Whereas the friendly feeling and co-operation should 
exist between the immediate adjoining states, therefore 

“Be it resolved, that the president be given the power 
to send a representative to other state conventions with 
expenses paid by the Oklahoma State Association when the 
finances are in a condition to make this possible. 

“Whereas the reports of the president and zone gov- 
ernors in the past have been incomplete for record, there- 
fore 

“Be it resolved, that these reports be made in triplicate 
form. 

‘‘Whereas the conventions in the past have been financed 
by the local association where the convention is being 
held; therefore 

“Be it resolved, that a registration fee of $5 be levied 
on all men attending the convention and the balance of 
the expense borne by the state association. 

‘‘Whereas the zone governors have been allowed $50 
and this has been found a handicap to further the promo- 
tion of the association; 

“Be it resolved that they be limited to $100 per year. 

‘“‘Whereas the conventions in the past have been in the 
habit of employing a stenographer to take the minutes; 

“Be it resolved, that this is an unnecessary expense and 
the practice be discontinued. 

“Whereas much time, thought and desire to advance 
the interests of the Oklahoma State Association have been 
given, therefore 
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“Be it resolved, to send a vote of thanks and apprecia- 
tion to Mrs. E. D. Hornbrook, to the Oklahoma state 
women’s auxiliary and the Muskogee auxiliary for their 
efforts and co-operation in the success of this convention. 
Also to all manufacturers and wholesalers who had repre- 
sentatives present.”’ 


























Top row: D. R. Lynch, of Tulsa, reelected secretary; H. O. 

Green of Tulsa, new state president.—Bottom row: A. T. Hogle 

of Muskogee, new vice president; George E. Morris of Ponca 
City, treasurer 


It was also resolved, to extend a vote of confidence to 
the officers and directors of the National Association of 
Master Plumbers. 


T. E. B.« PLANS 
ILLIAM G. BERGNER, secretary of the National 
W\ Trade Extension Bureau, Evansville, Ind., talking 
as one who has money invested in the plumbing and heat- 
(Continued on Page 70) 











Second section of group photograph of delegates and guests attending the twenty-fifth annual convention 


of the Oklahoma State Association of Master Plumbers 








Advertising Editorial 


A NEW ONE EVERY WEEK—No. 266 
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Drip! Drip! Drip! 


‘in the night when all 1s still’’ 





N THE DARKNESS you wait for the next 
| annoying splash—and in the stillness the 
sound grows almost to the volume of a drum- 
heat. Annoying—vyes. But wasteful, too. The 
faucet is only one of the parts of the plumbing 
system which need occasional inspection in the 
interests of economy. 
Telephone and let us send a competent man 
to adjust annoying and wasteful worn parts of 


the plumbing system in your home. You'll find it 


, KEEPS YOU | 
} 


FIT 





Foran hour's economical. 
fascinating 

reading 

—ask for a 

free copy of 

“The Story 

of the Bath.” 

It isn’t ad- 

vertising. 


(In this space your Name, 
Telephone, and 


Address ) 








Service Leads to Sales 


N ADVERTISEMENT like the one above brings in calls for service— 
A and then the alert merchandiser has his opportunity to create sales. 
Once in the home he can observe the equipment there. He knows what 
needs exist and may direct his sales effort accordingly. Developing 
inquiries is the task of advertising. Use the Advertising Editorials in 
your community to bring in service requests. Only $4.20 for three 
months’ service. We send cut and copy of this page. All you do is 
hand them to vour newspaper. 
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ALES LETTER 
One a Week—No. 103 





A letter like the one below, sent to your 
complete prospect list, will bring service 
requests and give you the opportunity to 
make further sales. 


BROWN 
Heating 


j 0 HN 
Plumbing 


Two Rivers, N. Y., 
April 23, 1927. 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

The plumbing system in the home is a more 
complicated affair than is indicated by the 
part of it which is seen—the fixtures. Back 
of the walls, under the floors, run the pipes 
which, after all, are the real working units 
of the system. 

But the piping, properly installed, gives 
little trouble. Most often it outlasts the build- 
ings. But the parts—like the faucets—which 
receive a great deal of use need periodic at- 
tention. 

Think of the thousands of times during a 
month that a faucet will be turned on and 
off. Is it any wonder that it may, at last, 
leak? If you have a faucet that is leaking 
it is not only annoying, it is wasteful. 

Let us send a competent man to adjust 
annoying and wasteful worn parts of the 
plumbing system in your home. In added 
comfort and convenience, and in economy, his 
work will be more than paid for. 

Just telephone. We’re organized for quick 
and efficient service. 

Very truly yours, 
JOHN BROWN. 


Adlet 


ONE A WEEK—No. 124 





IKE the oak, great advertising campaigns 

have grown from modest beginnings. So 
we recommend the Adlet for the merchandiser 
who cannot afford the larger space occupied 
by the Advertising Editorial. The Adlet is 
small, it’s inexpensive. It can be run for a 
week at half the cost of the Advertising Edi- 
torial. Start this week. Copy out the one 
below, add your name, telephone and address 
and hand it to your local newspaper. 








Dripping Faucets 


Are not only annoying, they’re waste- 
ful. Let us send a competent man to 
stop the waste and to assure you com- 
plete comfort and convenience from 


your plumbing system. Just telephone. 
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HUDSON - QUALITY - BRASS 


























All Hudson Valves are thor- 
oughly tested against 150 lbs. 
water pressure. 





BROOKLYN 


NEW YORK 





Here’ s Another Reason 


for the high quality of the Hudson product. 
Hudson Valves are red metal (cast from selected 
ingot melted in electric furnaces), carefully 
machined and finished, then tested against high 
pressure to eliminate “‘leakers.”’ 


Just one more detail of our exacting manu- 
facturing processes planned with an eye to your 
complete satisfaction. 


Ask your jobber for quotations 
































Hudson No. 415 four-valve concealed combination 
over-the-rim bath fixture with cast concealed con- 
nected waste and overflow. 
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MM, FIOOR& CEILING DLATES ai 


are all that the name implies 


hey are strong enough to withstand many years of service—and 
yet retain their shape and appearance, for the life of the structure. 


It is but natural that their leadership in quality should bring about their 
adoption for use in structures like that below. 


The appearance of the Per- 
fection satisfies the most crit- 
ical— its ease of installation 
makes it the favorite of many. 
Beauty — Sturdiness — Prac- 
ticability — Service —are all 
ways of describing what the 
Perfection means to the 
contractor and the building 
owner. 
















See Se 
a a ee Ls 


a 


= 


Order them from your 
jobber by name 


Sere erek st 4 


The Beaton & Cadwell Mfg. Co. 


Established 1894 
Main office and factory, NEW BRITAIN, CONN. 
New York Office carrying complete stock 
234 Water St., New York City 
Stock also carried at 
Kansas City Los Angeles 
Montreal _ Winnipeg 





Chicago 
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REMOVING CORES ill 





d ibed in a previous issue. The core which hammers. The gated faucet casting is hung on a nail and 
was describe , 


| hen FAUCET casting has been made. The process The workmen pictured above are using pneumatic air 


is now in the canal or hole of the faucet casting has 


served its pur- 
pose and must 
be removed. 
This is done 
by means of 
rattling or 
some other vi- 
bratory pro- 
cess. This 
shakes the 
sand core to 
pieces and in 
the later tum- 
blings and 
Washings all 
the sand _ is 
eventually re- 
moved. 

By study- 
ing the illus- 
trations at the 
bottom of the 
Dage one may 
compare the 
faucet pattern 
shown at the 
left with the 
four gated 
faucet cast- 
ings shown at 
the right. 





Pattern and casting for four lavatory faucets 
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when the powerful blows of the pneumatic hammer are 


directed 
against it, the 
cores are 
broken up 
into their 
original form 
and drop to 
the floor as 
sand. The 
wires’. that 
were put into 
the cores to 
give them 
strength also 
fall to the 
floor and are 
swept up with 
the litter. This 
is the end of 
the life of the 
core. The work 
for which it 
was made, 
that is to form 
the hole or 
canal in the 
faucet, has 
been com- 
pleted. The 
mold is also 
destroyed. 
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All American 

Products Must 

Meet Our High 
Standard 


. of Manufacture » 
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No. 1010 
















: Hick quality fixtures, such as are turned out 
by the American Sanitary Mfg. Co., are bound 
to gain user approval. 


Every American fixture is built to a standard of 
excellence rarely equalled. 


| You can install American products knowing that 
only the best materials, molded by skilled workmen 
to meet the high standard of American Sanitary 
Manufacturing Company manufacture, have been 
used. 


AMERICAN SANITARY MFG. CO., ABINGDON, ILL. 


American 
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ASKED BY OUR READERS AND ANSWERED BY OUR EXPERTS 


The Questions and Answers Department is open to all readers. Here their questions are answered—their problems solved. And, 
what is more, this department is an open forum, where readers may discuss plumbing and heating subjects. Don’t hesitate to ask 
questions about the things you want to know, and don’t fail to send in your comments and criticisms of questions that have been an- 
swered. While all questions are answered by men who are expert in their particular lines, your experiences may help a fellow crafts- 
man who is in need of information. This department is for the craft. Use it freely. There are many ways to untie knotty problems. 








TAKING OFF FROM RISERS FOR THIRD FLOOR 
RADIATOR 
Editor, ‘‘Domestic Engineering’’:—-May I have your 
opinion of the proper way to take off from risers for a 
radiator on the third floor, using the same set of risers? 
Iam of the opinion that the connections as shown in Fig. 
2 are correct. 


Pennsylvania. W. ti 





The most practical method for uniform distribution, 
regarding connections from a set of risers supplying ra- 


= 






































3” FLOOR 
7 5% FLOOR RAD. 
+ e a 
2” FLOOR RAD 
2 FLOOR 
." " HH 
— lea a ee ee 
Fig. 1 Fig. 2 


diators installed on different floors, is to feed the radiator 
installed on the second floor from the top or high point 
of the risers and the third floor radiator from the side 
outlets of tees placed on the risers immediately below the 
high point. 

Usually on the average modern hot water installation, 
excellent results have been obtained by the use of this 
method of connection, wherein the risers have been run 
at least 11%, inches in size, supplying a %-inch top feed 
to the second floor radiator and a %-inch side connection 
for the water riser run to the third floor radiator. 





ANOTHER SOLUTION TO RECENT PROBLEM 
Editor, ‘‘Domestic Engineering’’:—-A correspondent has 
asked for the reason why the water feeder opens up when 
one pound of steam pressure shows on the pressure gauge. 
The answer is that the trouble is due entirely to im- 
Proper equalization. The cure for the trouble is to con- 
hect the water equalizing line from the feeder into the 











upper drum of this particular boiler. In other words, to 
connect the water equalizing line from the feeder into the 
boiler at the same level as where the water equalizing line 
of the gauge column enters the upper drum of the boiler. 

A good rule to follow is always to duplicate gauge 
column conditions. 

This equalizing line must connect into the boiler at 
the same level as where the water equalizing line of the 
gauge column connects into the upper drum of the boiler. 





WATER LINE 
TO FEEDER 








WATER 
FEEDER 











Fig. 1 


The trouble with the original layout is that an inverted 
syphon action takes place in the equalizing line during the 
time the boiler is under pressure. 


Illinois. BH. N. M. 





Partnership Accounting 
A court of equity will entertain an action for an ac- 
counting, where it is necessary so to do, in order to 
compel one partner to carry out his agreement with an- 
other one in the transaction of copartnership business, 
even though a dissolution is not asked for.—Court of Ap- 
peals of New York, in Bailly v. Betti, 148 Northeastern 


0° 


Reporter, 776. 

J. B. Sullivan & Co., Stevens Point, Wis., have been 
awarded the heating contract, and P. Steckel, also of 
Stevens Point, has been awarded the plumbing contract 
on a garage and showroom under construction for the 
Stevens Point Motor Co. in Stevens Point. 









whereas 
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This Advertisement 
Contains a Sales Idea 
for You! 


Now is the time to get in your strong sel- 
ling efforts on the Minneapolis Heat Reg- 
ulator. Dozens of people in your com- 
munity are already halfsold. Minneapolis 
national advertising has pointed out the 
advantages of completely automatic reg- 
ulation and led them to look forward to the 
day when they can install a Minneapolis. 


The heating season is barely over. The 
memory of heating troubles is fresh in the 
minds of your trade. They’re tired of old- 
fashioned hand-regulated heating plants— 
dissatisfied with a house that is an oven 
one hour and an icebox the next—sick of 
mounting fuel bills. 


Go after these people now—before John 
Jones forgets the zero mornings when he 
hiked to the basement at 5:30 A. M., so 


the children might have warm rooms to 


dress in; and before Brown’s wife stops 


nagging him about the bother of fire tend- 
ing while he’s away at business. 


And don’t overlook the building season, 


with its opportunities to sell heating plants 
Minneapolisequipped for completely auto- 
matic control. Get behind the Min- 
neapolis now and sell every heating job 


complete. You'll make more money, your 
customers will be better satisfied. 


Minneapolis Heat Re 
Established 1885 
2801 Fourth Ave. So. 


ator Co. 


Minneapolis, Minn. 
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Growing Pains 


(Continued from Page 26) 


sistently good. It stresses now and again this thought: 
“Choose Your Plumber as You Would Your Physician.’”’ 
It talks to the housewife about the value of the right 
kind of a kitchen sink, and makes use of the fact that 
the lady who was at the time conducting the paper’s 
“Home -Making School’ in Cleveland’s big auditorium, 
selected the sink which is pictured in the ad. 

Good plumbing is shown with reference to good health 
—and ‘The Plumber Protects the Health of the Nation” 
is usually somewhere to be found. ‘If you’re particular 
about the kind of plumbing you want in your new home, 
or the kind of plumbing in your old home, call Lind- 
quist for an estimate,’ is the way one of the ads reads. 
And in almost every ad is repeated: ‘‘We are only satis- 
filed when you are.” 

Another good advertising medium used by Mr. Lind- 
quist is the ‘‘Country Club News.” It’s a good medium 
because it goes to a class of people who are likely to be 
“particular about the kind of plumbing” in their homes. 


MANAGEMENT IN DETAILS 


GREAT DEAL of business has been built up by 
A personal calls on the part of Mr. Lindquist. That 
was largely his method in the beginning, and it remains 
his method now, on the theory that personal contact is 
valuable as advertising, is valuable as keeping his service 
fresh in the minds of those with whom he hopes to do 
business. In addition to this, the Dodge reports are fol- 
lowed closely. A young lady in the office keeps in touch 
with the progress of the various building projects and at 
the proper time informs Mr. Lindquist that the time is 
ripe to follow up with a call on the parties interested. 

There are of course, a host of details about the man- 
agement of a business which must be given the same 
careful attention if the greatest possible growth is to be 
attained. Details of shop and stock arrangement have 
been studied by Mr. Lindquist and the best methods 
adopted to speed up the shop end of the work so that his 
men and materials are on the job when they should be 
there—a money-saving factor which the contractor who 
may have the work in hand appreciates, and on jobs 
handled directly by the Lindquist organization, a time- 
saving plan which keeps the organization at productive 
labor with as little lost time as can humanly be managed. 

The location was selected for two reasons: It’s on one 
of the main arteries of automobile travel and at night, 
with a flood of light playing on the display in the window, 
does not fail to attract the eye. The other reason was 
the available freight facilities, resulting in a lowering of 
hauling charges. Fair treatment, vacations with pay to 
steady workmen, monthly meetings with the mechanics 
to let them know that the management has an interest in 
their work—these things have something to do with the 
fact that the Lindquist job can be offered with an absolute 
guarantee of satisfaction—“When we say guarantee it 
means an absolute guarantee, no matter what it may cost 
in dollars and cents. We give our customers satisfaction 
if it is within our power to do so and we take the attitude 
that the customer is always right.’’ 

Growing pains are pleasant pains. Mr. Lindquist may 


refuse to be considered a success—but he is in step with 
the ideas that are being given the greatest consideration 
throughout the industry—his business is growing—so, 
Without quibbling over what may be termed ‘“‘success,”’ his 
Story can be closed at least with the remark that he’s 
successful in fostering the pleasant pains of growth. 








Honeywell 
Dependability 
Means 
Money for You 




















"The very fact that Honeywell has proven 

in actual service—its absolute dependability 
and the certainty of its automatic control 
makes it perfectly obvious that you may 
confidently recommend Honeywell to the 
many homes in your community that need 
the comfort and convenience of Honeywell. 
For you know there will be no dissatis- 
faction, no complaints, no costly servicing. 
Q With this confidence you may take ad- 
vantage of this unlimited market and make 
it a source of substantially increased income. 


The leading manufacturers of 
heating boilers recommend Honey - 
well exclusively. Of the important 
automatically controlled domestic 
oil burners, a very substantial pro- 
portion is equipped with Honey- 
well controls. 


HONEYWELL HEATING SPECIALTIES CO. 


Wabash, Indiana 


ONEYWELL 


Temperature Regulators 
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25% Stronger 
90% Less Fumes 


DESOLVO is now the most 
powerful pipe cleaner on the 
market. Mixed with cold 
water, it generates an intense 
heat which no soluble matter 


DESOLY( 


Sewer and eg 


can resist. Order from your 

ey jobber—NOW. And don’t 
forget TUBOLA. “It cleans 
and polishes.” 


NET WEIGHT 15 OZ 
Manufactured by . 
The CHAMBERLAIN ComPAN’ |) The Chamberlain Co. 


a PitrssuRGH, PA P-ttsburgh, Pa. 
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PRIER UNION ELBOW 


The “‘“Know How’’ 


The Prier 
Union Elbow 
is made by 
folks who 
know how. It 
is a first class 
jobfrom start 
to finish, and 
you will find no grief in a 
thousand of them. In six sizes 
from 1 to 2 inches. 


Ask us for folder D. 


WALTER H. PRIER CO. as0Eant"nic &. 








CHICAGO 














Speakman Showers and Fixtures 


can now be had in both Chromium 


and Nickel-plated finish. 


SPEAKMAN COMPANY 


WILMINGTON DELAWARE 


Speakman Showers 
and Fixtures 
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Predict Oil Burner and Retriger- 
ator “‘Garage”’ 


(Continued from Page 31) 


“Often we find leaky chimneys,’”’ he stated. ‘“‘I recall 
| one job, where they could not get steam pressure. The 
two boilers were hooked into a big brick stack. It was a 




















problem; what could be done? The boilers were not 
dirty. At last I got a bucket of dirt and made mud out 


| of it, went around the brick stack and closed up all the 


holes. By the time we were through, we had pressure 
on both boilers.”’ 

A committee was appointed to study this matter of 
service. Their recommendation was that there should 
be a limit on so-called free service. They urged that 
dealers should fix a ninety-day service, and abandon 
the idea of service for an indefinite length of time. 

Louis Lipman, General Necessities Corp., Detroit, Mich., 
gave a very interesting talk on refrigerators and their 
place in the oil burner field. Neither oil burners nor 
refrigerators are an all-year-around sales product, so it 
seems reasonable that they should be sold together. It is 
not difficult for an oil burner mechanic to learn all about 
the refrigerator and it does not take long for a refrigera- 
tor service man to learn how to service oil burners. In 
fact, a knowledge of one helps in servicing the other, in 
the opinion of many. 

There were a good many arguments for and against 
selling oil burners and refrigerators together. Some 
dealer companies thought that this was fine business, 
while others thought just the opposite. Some believe 
that oil burners could be sold the year around, and that 
it was a mistake to divide the attention between the two 
devices. Some salesmen, it was said, cannot sell oil burn- 
ers and then refrigerators. 

One point in favor of the dual method of selling, was 


| that the man who services an oil burner is a good prospect 
man for refrigerators. When he is servicing refrigerators 


he often finds that the prospect is thinking of buying an 
oil burner, and when he is servicing oil burners, he fre- 
quently finds that the oil burner owner is about ready to 
buy a refrigerator. 


! How to Burn Coal 


(Continued from Page 37) 


and more anthracite, but otherwise fire in the same 
manner. 

f. Anthracite pea or buckwheat can often be used alone 
with success. This will happen when the draft is un- 
usually good and the furnace is amply large. Small size 
anthracite ignites slowly. It is best to fire one-half of 
the grate at a time, allowing the first half of the charge 
to ignite before adding the second half. Small sizes may 


be used in the fall and spring if not in the winter. 
Part 4. Suggestions for Burning Indiana Coals 

1. In general, better results will be obtained by firing 
small quantities of coal at frequent intervals rather than 
larger quantities at greater intervals. 

2. Most furnaces are designed and intended to operate 
with the fuel bed about level with the bottom of the fire 
door. Best results will follow when the fuel level is kept 
at that height. In mild weather simply let the ashes 
accumulate on (not under) the grates. This will serve to 
hold the top of the fuel bed at the desired height. 

3. ‘‘Banking”’ the fire over night is much easier to do 
successfully with a “‘live’’ fire than with one nearly burned 
out. Prepare the fire for banking before the last minute. 








April 23, 1927 DOMESTIC ENGINEERING 53 




























Meeting your trade’s 


demand for ART! 
....and your idea of profit 
































ELLING radiation today is a question of eye-appeal 

as much as of efficiency. Time was when beauty 
was sacrificed. Not so today, and in this respect 
UNION is a pioneer! The Union standard of art is 
reflected in the grace and symmetry of proportion 
found in all Union ART Radiators! 








All Sizes 


As strong and sturdy as it is attractive and efficient 
—easy to sell, profitable to handle! A complete line 
that will help you materially increase your radiation 
sales for 1927. Get the facts—write! 




















UNION Radiator Co. 


JOHNSTOWN, PA. 
UNIC IN Window radiators in three, five and seven 
” 7 tube types, as well as standard sizes in 








regular heights. Each distinctive in de- 
sign and proportion, and harmonizing 
with any building plan! § 


In Boilers, too, UNION leads! \__ aif 


Union Super-Surface Boilers will prove an equally ideal trade-builder. Superlative features that mean satisfac- 
tion to your customers and maximum profit to you! Low cost, highest results! Investigate. 
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If you knew that for a few cents; you would be relieved of a number of 
expensive service calls and if you knew that those few cents would keep 
your customer in a pleasant frame of mind regarding the work you had 
done for him— would you spend that small amount? 


That's a lot of promise to make for such a small investment but when you 
specify Sherwood Ball Cocks for new tanks or when you buy them for 
replacement, you've saved yourself plenty of time and your customer much 
inconvenience. 


How about it—isn’t it worth the few cents to know that the closet tank 

you install is not going to give a 
\i lot of trouble with a whistling or 
gurgling ball cock? 


Demand Sherwoods—your jobber 
can get prompt delivery on them 
if he doesn’t carry them 





SHERWOOD BRASS WORKS 
Jefferson and Mt. Elliott Ses, DETROIT, MICH 
K 
yA aye INC 
His E. rth Se Le 2082 LC, Smith Bide. ; Seattle 
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Care the night before may save a cold house and frozen 
pipes the next morning. 

4. Most soft coals ‘‘gas’’ very freely when brought in 
contact with heat. Unless this gas is burned as rapidly 
as formed it may escape into the house and become a 
nuisance or it may cause an explosion in the furnace or 
the chimney. This gas can be burned up and made harm- 
less only when enough air is admitted to the fire to 
accomplish this result. The slide damper in the firing 
door is placed there for that purpose. Consequently the 
following procedure is recommended to overcome this gas 
or explosion difficulty: 

(a) When firing fresh coal open all the drafts including 
the slide on the firing door. As the fire picks up 
the gas will form rapidly and will burn as formed 
because of the air admitted through the slide. 
Check off the fire by closing the ash pit and smoke 
pipe dampers, leaving the slide in the firing door 
open until the gas stops forming. This may re 
quire from 15 to 30 minutes. The usual mistake 
is to close the slide too soon. The proper time can 

generally be found by a little experimenting. 
5. While the practice of wetting coal is often desirable 
in order to prevent dust it should be borne in mind that 
the moisture added acts to decrease the heating value of 
the coal. Consequently no more water should be used 
than is necessary to keep the dust down. 

Soft coals are also somewhat inclined toward self 
starting fires (spontaneous combustion). The danger is 
greater when the coal is wet, which fact makes it further 
desirable to merely moisten coal in the bin rather than to 
wet it excessively. 


Trouble with the Wet Return 


(Continued from Page 27) 


(b) 


never realizing that the average trap has an orifice of a 
44-inch when the thermostatic member is cold and the 
trap is opened wide but when it is in operation and the 
thermostatic member has partly expanded, the opening of 
the orifice is so small that the opening is nearly closed, 
which would be the same as trying to drive the main 
through an eight-inch main with little difference in pres- 
sure. Practically no condensation can be returned, and 
usually the supply main is full of water, reducing the 
area of this main and only partially filling the radiators 
with vapor because the supply line is too small. 





STATESVILLE, N. C., ASSOCIATION FORMED 

A master plumbers’ association has been formed 
Statesville, N. C., with a membership of every master in 
that city, according to an announcement by J. C. Little of 


al 


| Greensboro, field secretary for the North Carolina Asso- 
| ciation of Plumbing and Heating Contractors. 


S. F. Hol- 
comb was chosen president of the new organization, and 
W. S. Chappel, of the West End Plumbing Co., was named 
secretary-treasurer. 





COLORADO ASSOCIATION MAKES PLANS FOR 
ANNUAL CONVENTION 

Plans in progress for the annual convention of the Colo- 
rado Society of Sanitary and Heating Engineers to be held 
in Denver, May 10 and 11, are rapidly being formulated to 
make it the outstanding convention ever held by the soci- 
ety. Among the speakers already selected for the occasion 
are I. A. Fuller, state plumbing inspector, F. D. Zimmer- 
man and Dr. R. S. McKelvey, of the state board of health. 
A banquet will be held the evening of May 10 at the Cos- 
mopolitan Hotel, the convention headquarters, and other 
features of business and entertainment are to be added. 
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GET YOURS. NOW 


DOMESTIC ENGINEERING 


SIX TUBE 38’-32’-26’-20" HEIGHTHS 


LANDON RADIATORS are designed for better appear-. 


ance and heating qualities. They are built strong, with 
right and left thread nipples and have ample passages 
inside. They save space, have full rated surface, and 
are entirely smooth. 


LANDON INVISIBLE SHIELD is an exclusive feature 

becomes an integral part of Landon Radiators—throws 
the warmed air outward into the room away from the 
wallgssand hangings—supplied at small additional cost. 





LANDON RADIATOR CO. 


[ANDON RADIATOR COMPANY [NC. | «=~. 


NORTH TONAWANDA, N. Y. al RAT eee 








Address .. 





North Tonawanda, N. Y. 
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The Kind of a 
Flush Valve 
You'd Put in 
YOUR Home J 








ASTER PLUMBERS, the country 
over, have found the installation of 
Sloan Royal Flush Valves in Residences 
and Small Apartments to be practical— 


and profitable. 


There is an ever increasing demand for 
flush valves in these smaller buildings. 
The dependable, lasting performance of 
Sloan Royal Flush Valves, their freedom 
from maintenance costs, and their ability 
to reduce water bills are features that 
every home builder appreciates. 


The Sloan Royal Flush Valve is the kind 
you'd put in YOUR home! 
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Even on a residence job you should 
look to the Architect for your piping 
layout. Where no piping plans are 
furnished for any of your Royal Flush 
Valve jobs—remember the Sloan En- 
gineering Depariment is ready at all 
times tosupply you with this information. 


ROYAL FLUSH VALVES 


SLOAN VALVE COMPANY 





CHICAGO 











Albany, N. Y. Butte, Mont. Des Moines, lowa Jacksonville, Fla. Milwaukee, Wis. New York City, N.Y. Seattle, Wash. 
Atlanta, Ga. Cincinnati, Ohio Detroit, Mich. Kansas City, Mo. Minneapolis, Minn. Oklahoma City, Okla. St. Louis, Mo. 
Baltimore, Md. Cleveland, Ohio Durham, Conn. Los Angeles, Cal. Nashville, Tenn. Philadelphia, Pa. Tampa, Fla. 
Boston, Mass. Dallas, Texas Fort Wayne, Ind. Memphis, Tenn. Newark, N. J. Pittsburgh, (a. Washington, D. C 
Buffalo, N. Y. Denver, Colo. Indianaoplis, Ind. Miami, Fla. New Orleans, La. San Francisco, Cal. Richmond, Va. 
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BUSINESS CONDITIONS IN 


LEADING JOBBING CENTERS 








CHICAGO 


While reports of plumbing and heating activity in the 
Chicago territory still indicate that there is a spottiness in 
demand, they indicate, too, that the upward trend is 
quickening. A number of manufacturers find that whole- 
salers’ orders are increasing in size and in number, indi- 
cating’ that consumption requirements, when measured 
against the average wholesaler’s stocks, call for a steady 
supply to fill holes. Because of the lack of forward buy- 
ing in the past, this increased activity takes the form of 
tresh orders in most cases. Jobbers have not been carry- 
ing large stocks; in fact, they have been holding them at 
minimum levels. Therefore, demands upon them necessi- 
tate early and frequent ordering from sources of supply. 
Increased demand has not changed the method of buying, 
however, the average jobber still keeping his holdings 
just abreast of his current needs. 

Sources of supply all have adequate stocks, so that it 
is easily possible to obtain satisfactory deliveries. 

The manufacturers’ market held steady during the 
week, there being no announcements of price changes. 
Wholesalers’ quotations continue to reflect a highly com- 
petitive condition. 

Chicago’s building program shows no signs of diminish- 
ing in size. Contracts awarded have been large and per- 
mits indicate a lot of work ahead. Wholesalers and man- 
ufacturers report the receipt of many inquiries for prices 
on special materials for specified jobs, the closing of 
which, they say, would make the coming building season 
a banner one. Contractors, too, state that architects are 
passing out a large number of plans and specifications to 
figure, although it is often mentioned that the dollars and 
cents measure of building activity is so high because of a 
few large projects, rather than because of a diversified 
program. 


In the Central West district, according to F. W. Dodge 
Corporation, building and engineering contracts let dur- 
ing March represented the highest March contract total on 
record for this section. It was 54 per cent ahead of Feb- 
ruary and 29 per cent ahead of March, 1926. Total work 
started in the first quarter of this year showed an increase 
of 23 per cent over that started in the first 
last year. 

March wholesale prices of standard plumbing fixtures 
for a six-room house, as collected by the Department of 


quarter of 


Commerce from reports of twelve representative manu- 
facturers and wholesalers, were $105.17, as compared 
with $105.16 in February and $109.87 in March, 1926. — 


Soil Pipe 

Soil pipe is being ordered in larger quantities and more 
often. Increased consumption requirements have brought 
wholesalers into the market to bolster their slender stocks. 
Few, however, building their against future 
needs, most of them being content to cover current sales 
only in their specifications. This means a good and grow- 
ing tonnage. Foundries are in position to ship promptly. 
Prices have not changed and are holding steady, the last 


are stocks 


change having occurred in February, 1926. 
Steel Pipe 
Standard pipe is moving evenly, with some increase 


noted during the last several days. The total tonnage is 
not large, but represents a business based on actual needs 
and one which seems to be expanding gradually. Job- 
bers’ stocks are up to and not beyond current demands 
from the trade, and no movement to carry a surplus is 
evident in present ordering. Mills ship 
promptly when needs are indicated and are maintaining 


are able to 
firm, unchanged prices. 
Wrought Iron Pipe 
Wrought iron pipe representatives report a 
ness. Jobbers not stocking this commodity to 
extent, but a good movement out of mill stocks is going 


nice busi- 


are any 





ROM most sections of the country come reports 

that the past week brought a further increase in 
the volume of distribution of plumbing and heating 
materials. The New England section reports a very 
definite improvement, with the appearance of a num- 
ber of residential projects on the market to add to the 
nice volume of large work that had already started. 
In New York the labor difficulties in the Borough of 
Brooklyn constitute the only serious draw-back to a 
steady, expanding turn-over. Philadelphia records are 
very satisfactory for the season. Chicago continues 
at a brisker rate. The Pacific Coast section reports 
little change in volume. Because of the lack of for- 








UPWARD TREND QUICKENS 


ward buying in the past, this upward trend ts in the 
form of fresh orders in most cases. ‘hese orders are 
still, however, held down to cover only current re- 
quirements instead of calling for a surplus to carry in 
stock. Quick deliveries are possible in all lines, ac- 
cording to the majority of reports. 

Prices did not change during the week, with the 
exception of a quarter-cent decline in brass pipe quota- 
tions, made by a New [England producer. Southern 
California jobbers also furnished an exception to the 
general statement that markets were unchanged by 
announcing a 5 per cent reduction in out-of-stock 
prices for soil pipe. 
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Not only is ZECO Sanitary Ware better in use” 

but there are individual points of distinction that _ 
lift ZECO out of the ordinary. Note the illustration of — 
the flat-rim, rear-wash—iust one of the many extra 
features that please your customers. Look for the ZECO 
mark on the ware you buy! And look for PROFIT , 
when you sell ZECO! 


W. A. CASE & SON MEG. co. 


220 Delaware Avenue, Buffalo, LY. 
Potteries, Robinson, IL. 

























| Flat Rim, rear wash through de- 4 ‘ t lefe~ZECO. closet combina: 
| pressed opening, flushing action F tion; above, Z wash-down— 
very powerful and efficient, rim é ot natty Bey two-fire vitreous 






openings arranged #0 as to give - * ‘ china. ZECO sanitary ware is as 
strong centrifugal action. - ee fine ‘in fealty aa its mppenmance 
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to specified jobs, via the jobber. Mills can ship promptly 
on release dates. Prices continue firm and unchanged. 


Enameled Ware 

Enameled ware shipments are showing a steady in- 
crease, jobbers’ current requirements growing larger as 
the season advances. New orders are not much in excess 
of shipments, an evidence of the prevailing tendency to 
take in only sufficient quantities to cover sales. Stocks at 
factories are averaging in the neighborhood of sixty days’ 
requirements, according to reports from the Department 
of Commerce, which guarantee quick deliveries when 
needed. Although there are occasional rumors of conces- 
sions being offered, the manufacturers’ market as a whole 
continues firm and unchanged, with wholesalers’ prices 
reported close. ’ 

Pottery 

Unfilled orders for vitreous china plumbing fixtures at 
the end of February indicated that slightly more than a 
month’s requirements were yet to be drawn from potteries 
and that slightly more than two months’ requirements 
were in stock. During the week those jobbers who still 
have staples on order continued to take out a good vol- 
ume, and others found it necessary to place fresh orders. 
Shipments on both kinds of specifications represented only 
current requirements, buyers not stocking beyond actual 
needs. Specials are being ordered in nice volume, and re- 
quests for quotations continue numerous, indicating good 
business ahead when the buildings under inquiry require 
fixtures. Prices quoted by manufacturers have not changed 
since the November sheet, while jobbers’ prices are re- 
ported unsettled and low. 


Range Boilers 

Range boilers are moving steadily and in fair to good 
volume. Jobbers are not stocking this product to any ex- 
tent, finding it easy to get plenty of boilers as they need 
them. Shipments are on new orders in practically all 
cases, it being said that old specifications have been cleaned 
up. Manufacturers’ stocks at factories and in local ware- 
houses are ample and well-assorted. Prices were un- 
changed during the week. 


Plumbers’ Brass Goods 
Orders for cast and tubular brass goods are calling for 
numerous small-lot shipments which in the aggregate are 
totalling a nice volume. Few jobbers are committed far 
ahead on these products and few are maintaining stocks 
of any size, with the result that current needs of the trade 
are quickly reflected in orders to the manufacturer. These 
needs are about on a par with what the season usually 
develops. Prices are described as close but unchanged 
since the previous report. 
Boilers and Radiators 
Shipments were more active during the week, with new 
orders continuing to hold up well. A nice volume of 
business is booked for later release. Manufacturers are 
carrying good stocks and are in position to make quick 
deliveries. Prices have not changed. 


NEW YORK 


There seems to be at this time no little controversy 
among authorities with respect to what is actually trans- 
Piring in construction activity throughout the metropoli- 
tan territory. The contention has been and continues to 
be prevalent that building generally in this section of the 
country has reached the point of saturation and an exten- 
sive curtailment should be effected immediately. On the 
other hand, there are those who are equally emphatic in 
their assertions that such is not the condition. A report 
recently issued by the research department of the Ameri- 
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can Bond and Mortgage Co. states that the analysis of re- 
ports from 300 or more leading real estate dealers and 
building authorities in the greater New York area showed 
that in almost all sections of the five boroughs the build- 
ing situation is about normal, exceptions being made on 
office buildings and expensive apartment dwellings, where 
slight over-production is at present noticeable. The rate 
of activity to date this year is not far behind that of 1926, 
according to published statements, which also show that no 
small amount of replacement work of both plumbing and 
heating equipment is at present being done. 

Manufacturers in most every instance are making ship- 
ments promptly. Jobbers are carrying stock in large 
enough quantities to make possible satisfactory service to 
their trade. Prices remained unchanged during the week. 

Soil Pipe 

While wholesalers for the most part are well supplied 
with soil pipe, their holdings do not reach far beyond their 
immediate future needs. Foundries are in position to 
forward shipments without delay, buf even they are not in 
possession of excessive reserves. Consumption continues 
at a seasonally good rate. No change has been announced 
in prices. 

Steel Pipe 

Shipments into this market have as yet not attained 
large proportions and are varying considerably. Mills are 
prepared to augment satisfactorily the comparatively light 
stocks of jobbers. These shipments averaged will stand 
well when compared with those of last year at this time. 
Prices are firm and unchanged, and have been since early 
in 1923. 

Wrought Iron Pipe 

Tonnage shipped into this market at present is but 
slightly greater than that forwarded during the last days 
of March. Jobbers seem to be keeping their stocks at a 
safe level with occasional light replacement orders. The 
bulk of the wrought iron pipe business is for building 
projects on which contracts have recently been closed. 
Shipments are forwarded promptly to wholesalers from 
ample stocks at the mills. Prices are firm and no changes 
have been made. 

Enameled Ware 

The demand for enameled ware, which has been show- 
ing a gradual though slight increase weekly for the past 
sixty days, has encountered a setback, due in no small 
measure to the practical withdrawal of Brooklyn from 
the market, where activities are nearly at a standstill 
owing to the difficulty existing between master plumbers 
and journeymen. Activity in other sections of the terri- 
tory, however, continues to look up and as a consequence 
the requirements of master plumbers in these localities are 
increasing. Makers are negotiating deliveries that are sat- 
isfactorily prompt. Prices remain unchanged. 

Pottery 

During the week a large amount of pottery business 
loomed up, but little of it was closed and, as a consequence, 
potters were in receipt of somewhat lighter commitments 
than have marked the early part of the month. Produc- 
tion is being well sustained at the plants of potters, with 
the result that deliveries on most staples may be had 
promptly. Prices remain unchanged since the advance an- 
nounced last November. 

Plumbers’ Brass Goods 

Jobbers continue looking to their stocks of both tubular 
and cast brass goods and seem to have their shelves well 
supplied with a broad assortment. Demand from master 
plumbers seemingly eased up somewhat during the past 
few days. Manufacturers are making prompt deliveries. 


Prices, while unchanged, are in many instances marked by 
a decided weakness. 
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Range Boilers 

Little new range boiler business is reaching manufac- 
turers from jobbers who, to a large extent, have booked 
themselves well ahead and are specifying shipments in 
quantities that satisfy the requirements of their trade. 
Factories are shipping promptly. No price changes have 
been effected. 

Boilers and Radiators 

Manufacturers of boilers and radiators are in receipt of 
a slightly increasing tonnage which, to a large extent, is 
specified for later in the month delivery. Consumption by 
heating contractors. continues at a seasonally good clip. 
Reserve stocks at factories are for the most part complete. 
Prices remain unchanged. 


PHILADELPHIA 


Reports received from contractors and wholesalers in 
the Philadelphia district at the end of the first half of 
April indicate a good deal of work. The increase in dis- 


tributors’ business has helped increase the shipments from + 


manufacturers’ stocks, especially those making roughing- 
in materials. There is also a slight increase in interest in 
products for use when the installations get farther along, 
but a sustained buying movement of finishing goods is still 
lacking. Placing of contracts for future deliveries, except 
in some instances for cast brass goods, accounts for only 
a small proportion of the business on manufacturers’ 
books, the wholesalers generally continuing their policy of 
buying for immediate distribution only. 

Price conditions have changed little, if any, during the 
week. There have been no price changes by manufac- 
turers of products covered by this report, and wholesalers 
are quoting approximately the same figures as have been 
current for the past several weeks. These quotations, it 
is said, leave only a small margin of profit after the aver- 
age overhead is deducted. 

Soil Pipe 

Many foundries report a slight increase in the number 
and size of the specifications received from wholesalers. 
Prices have not been changed. Most foundries have ample 
stocks and can ship promptly. 

Steel Pipe 

Demand is slowly but surely growing in briskness as 
the season advances, several mills reporting the receipt of 
more tonnage during the week just closed than during the 
previous seven-day span. Demand upon the wholesaler is 
quickly felt by makers, due to the low inventories main- 
tained by most distributors. Prices are unchanged. There 
is no difficulty in securing prompt shipments on all orders 
placed. 

Wrought Iron Pipe 

Lack of a sustained buying program is still evident, 
with wholesalers buying only when they secure a job re- 
quiring wrought iron pipe or when their stocks become 
too low for safety. One maker finds business slower this 
month than the average during March, while another mill 
is enjoying a fair business. Prices are firm and un- 
changed. Prompt shipments are being made by mills. 

Enameled Ware 

Specifications for the larger type of building are coming 
in slowly and manufacturers are not building up their 
books to any great extent. There are enough of these 
projected, however, to result in a considerable amount of 
figuring, and much of this should result in business being 
placed in the near future. Current business for staples is 
not large, pick-ups from manufacturers’ warehouses ac- 
counting for a good share of the volume. Prices have not 
changed. Early deliveries can be made on staple ware. 
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Pottery 

There has been little change since the last survey made, 
current orders being light, with shipments also being 
under the figures current a year ago. Considerable figur 
ing in specials and the better grade ware is being done, 
and potters are looking forward to placements of orders 
for this type in the near future, for delivery in three to 
four months. Prices are holding steady. Potteries’ large 
inventories make prompt shipments of staples possible. 

Plumbers’ Brass Goods 

April should be an average month for tubular goods 
manufacturers, judging by reports received from several 
representatives in the Philadelphia district. Orders re- 
ceived, however, are generally small from the standpoint 
of the number of pieces involved, the smallest they have 
been since the war. Cast brass demand is fairly good, 
with some placement of orders for later delivery. There 
have been no changes in prices. Shipment conditions are 
excellent. 

Range Boilers 

Spotty business is reported by many manufacturers, the 
usual order being for only enough boilers to prevent stocks 
from becoming depleted. Prices have not changed, with 
some disparity in the figures quoted by various makers. 
Prompt deliveries can be made. 

Boilers and Radiators 

A slight increase in demand is reported by some makers, 
others stating there is still sluggishness evident. At least 
normal business is being done by the average manufac- 
turer. Prices have not changed, and deliveries continue 
to be made in good time. 


NEW ENGLAND 


As compared with last week, there is generally experi- 
enced a slight improvement in sales of plumbing and heat- 
ing material and an added air of aetivity among con- 
tractors. There has been noted during the past few 
weeks a tardiness in residential construction which in 
former years had gained good headway around the first 
of April but, at this writing, that condition has been prac- 
tically overcome and the feeling that Spring business 
would be sluggish has changed. While major operations 
have helped to sustain the volume during the quiet 
months, those of lesser size are now becoming more nu- 
merous, the attention of contractors being directed towards 
single and two-family proposals. 

Good shipments of materials for roughing-in work are 
reported by makers and wholesalers, the demand for soil 
pipe being especially brisk. Foundries are being taxed by 
requests for immediate shipments and wire orders from 
jobbers which are, on the whole, well met. Contractors’ 
requirements for steel pipe and enameled ware have also 
shown an increase over preceding weeks. 

Sensing the upward trend, the majority of jobbers are 
ordering in larger quantities, to have sufficient stocks on 
hand to meet the demand from their trade which they feel 
will be of good proportions during the following month. 
Makers, in some instances, are augmenting their produc- 
tion schedules, and are generally accumulating good re- 
serve stocks. This is deemed essential by potteries and 
range boiler manufacturers in so far as their distributors 
are continually drawing on old contracts. 

With the exception of a quarter of a cent per pound de- 
cline in brass pipe recently announced, quotations of pro- 
ducers and wholesalers remain unchanged. 

Soil Pipe 

Plumbing contractors’ needs for soil pipe have caused 
rapid diminution of a number of jobbers’ stocks who in 
turn are besieging the foundries with orders for rush ship- 
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Special Notice to Plumbing and Heating Contractors 


The following manufacturers have 
authorized us to send to the plumbing and 
heating contractors, upon request, their loose 
catalog sheets for use in the binders distributed 
through the National Trade Extension Bureau. 


These loose sheets are reprints of catalog 
pages appearing in ‘‘Domestic Engineering 
Catalog Directory.’’ They are uniform in size 
814x105 inches—printed on a good grade of 
light paper and punched to fit the binder. 


PO ee ery errr Port Chester, N. Y. 
Acme Asbestos Covering & Flooring Co.......... Chicago, Ills. 
IIE oo 6 oii oso cividie dines se se Ce ees Coxsackie, N. Y. 
Oe er Waterbury, Conn. 
ASWETICON PIPE TOO) COs... oie eck ce es éeeeeina Chicago, Ills. 
American Steam Pump Co................ Battle Creek, Mich. 
pe A oe re Bridgeport, Conn. 
Automatic Gas-Steam Radiator Co............. Pittsburgh, Pa. 
oe oS a Boston, Mass. 
SSS Ee ce cy 3 5-6'e oo ami ene RED Warren, Pa. 
Beaton & Cadwell Mfg. Co............... New Britain, Conn. 
Beaton & Corbin Mfg. Co................ Southington. Conn. 
TI aia 6 oss o Sis oie esau ras savas eamead Marietta, O. 
pe EE ONG ois ccc eekeccesceceneees Rock Island, Ills. 
Ge LO rr ae Roselle, N. J. 
Boosey Bite. Co., Norman ..... 26... ccsceccces Detroit, Mich. 
I a ie od < 43a hs sisi POLO we Ain HRN Warren, Ohio 
eo ee rr Bridgeport, Conn. 
Brunswick-Balke-Collender Co.................. Chicago, Ills. 
OS ET Tree rere Lorain, Ohio 
a Gowanda, N. Y. 
eee eee Detroit, Mich. 
Te Buffalo, N. Y. 
Ce IE IG 6. 6:5 0-5 0.5. 6:0.0'550 vies 0 neers awiece New York City 
I a i, 9 6 ce 5 4)ja 10::0) bowie Sal 6/40 0a Pittsburgh, Pa. 
Chicago Faucet Co............. TE eae Chicago, Il. 
Chicago Granitine Mfg. Co...........ccccccecesee’ Chicago, Ill. 
Chicago Pipethread Machine Co................. Racine, Wis. 
er SS oS Serer eee rere McKeesport, Pa. 
Commonwealth Brass Corp...................- Detroit, Mich. 
Compound Injector & Specialty Co............... Chicago, III. 
COMMIIRIIIEL TOON WOTHE. . wc cece c cee wecsese Latrobe, Pa. 
Continental Flenter Corp... . 0... ccc eccccccce Dunkirk, N. Y. 
Crampton-Farley Brass Co................. Kansas City, Mo. 
oS eS | er re Pittsburgh, Pa. 
ee ED ee eae Medford, Mass. 
6) a Lansing, Mich. 
ee) er Elizabeth, N. J. 
SN stents dav. se ea 64.9.0) 950 ede S a eRE Boston, Mass. 
OE eee ere rere Detroit, Mich. 
Detroit Torch & Mfg. Co................000e: Detroit, Mich. 
PP err eee re ee Cleveland, Ohio 
Salita a8 4. 6; 654.0 W 6 Acsa"s So -we. 8 aye WALES Berea, Ohio 
eS ere er Boyertown, Pa. 
ee Chicago, IIIs. 
I Mis ois ais cada dso oie se EN Ow RRN SHON Boston, Mass. 
Excelso Specialty Works, Inc................-. Buffalo, N. Y. 
er Exeter, N. H. 
a errr. Boston, Mass. 
RII MENG rs sis bik owe eosin’ weak Seneca Falls, N. Y. 
SEEN Gra Hao wed ax opigs'e wich seve aialeoele Hatfield, Mass. 
Greenfield Tap & Die Corp................. Greenfield, Mass. 
PRMD MUON is osids og 840d s 6 v0 ou ds tage wa Dayton, Ohio 
PROONN MFIs oi cose ose 5s se ece ae ane Grand Haven, Mich. 
Hercules Chemical Co., Inc............ssse008 New York City 
Hetzel, J. G., Estate of Faas i slepiam sume eee Newark, N. J. 
RN O NIN og) oooe coos co bdo bd 4 O00 Valley Falls, ms Es 
Honeywell Heating Specialties Co................. Wabash, Ind. 
oe re Cleveland, Ohio 
Hudson Brass Works, Inc.................++. Brooklyn, N. Y. 
ee a ee ee ee eee Chicago, Ills. 
Ireland & Matthews Mfg. Co.Detroit, Mich................. 

J. R. S. Specialties Mfg. Co., Inc............ Patchogue, N. Y. 
sass 5 5. 60k + <-4.9 09g eae gee Cae New York 
Ce ee Detroit, Mich. 
BT rs Boston, Mass. 
POmee Pee. Were GO. ... 5s ink ciclces op Ween Baltimore, Md. 
A a ern wenn Lea Newington, Conn. 


BOGUT ENO 6s sic s cease parboeesaaa Grand Haven, Mich. 





If you have the binder and desire loose cata- 
log sheets, write Domestic Engineering Co., 
1900 Prairie Avenue, Chicago, on your letter- 
head, giving the names of concerns listed be- 
low whose lines you are interested in, and we 
shall be glad to send you the sheets without 
charge. If you are not using the binder and 
wish information regarding it, write to the 
National Trade Extension Bureau of Evans- 
ville, Indiana. 


Moennedy Valve Bite. Co... . cece cc ccece Elmira, N. Y. 
Kenney-Cutting Products Corp............... New York City 
Boeyetome Erase Works: .. 0... ccccccccscccvecece Erie, Pa 
Kokomo Sanitary Pottery Co.................. Kokomo, Ind 
PeOWGr GF Pr0s ING, Le. 0. . .. ec ccc ces Jersey City, N. J. 
paugeerse Poundry Co, F.C... ccc cece veces St. Louis, Mo. 
Lambertville Pottery Co.................. Lambertville, N. J. 
eS a. A ree Cincinnati, Ohio 
pO eee Trenton, N. J. 
McGurrin Supply Co................0.. Grand Rapids, Mich. 
Mfg. 4 seen & enn re Framingham, Mass. 
pS re Owensboro, Ky 
Marvel Machine & Sens PINs ie e seca scare aud Cleveland, Ohio 
Meneley-Diederich Co. Inc................. Los Angeles, Cal. 
PACHOO OF PROMOTES COis vais cect ceccececetevece Detroit, Mich. 
DRUCTGe AEOEY POUMGEG sic cccccecccesaseuese Milford, Mass. 
Misener & Irving Mfg. Co............see0es Syracuse, N. Y. 
jo Harrisburg, Pa. 
WPAN og ainos oc 0k belts oo ewweesesese ee New York City 
I io Suns Veins or 6 wo 0:08 Sasa aus New York City 
National Steel Tank & Mfg. Co................ Bradford, Ills. 
Niagara Radiator & Boiler Co....... North Tonawanda, N. Y. 
Northwestern Chemical Co................... Marietta, Ohio 
Nye Tool & Machine Works.................... Chicago, Ills. 
ca wie cade Wika shales deo rears Newark, N. J. 
yo Philadelphia, Pa. 
oo. > ree Los Angeles, Cal. 
a ee Boston, Mass. 
en re Waterbury, Conn. 
MI, MINE 6 iia ok Go cru eca nese bie neces New York City 
IN oie d osbak wa ociedie o0.5 bob Ree eR eens Erie, Pa. 
Rhode Island Fittings Co................... Providence, R. I. 
Richmond Engineering Co., Inc................ Richmond, Va. 
Richmond Foundry & Mfg. Co., Inc. .......... Richmond, Va. 
Riverside Fdry. & oseepessiaies See Kalamazoo, Mich. 
IO occa spews ss sevcesee ses Cleveland, Ohio 
Russell Mfg. Co., Inc., J. M.. Bieia d Sateen’ Naugatuck, Conn 
Sarco Company, ee ae ude New York City 
ee WI Gs n 5 coe ccs ecedecccececees Detroit, Mich. 
Seer rere Detroit, Mich 
ee ee ECC eee New York City 
Standard Water Systems Co. of N. J..... pike de Hampton, N. J. 
oe re Newcomerstown, Ohio 
UU PICO. FTG i.g io ec psc vansesencs cee Chicago, Ills. 
Swett Iron Works, A. L............... arreaas Medina, N. Y. 
Ee eee ee Chicago, IIls. 
or Din abies 06 onesie died 60 0% Newark, N. J. 
Toledo Pipe Threading Machine Co.............. Toledo, Ohio 
Oyo g oes ec ccccnecesseseces Trenton, N. J. 
Trenton Brass & Machine Co.................. Trenton, N. J. 
Tryed Promucta, Ime... 0... 0sccces eth constant Westfield, Mass. 
Universal Smokeless Boiler Co................. Ravenna, Ohio 
WPI, Foes cc cssccesgcesnes Fort Wayne, Ind. 
Mi ore Willimantic, Conn. 
Bo Chicago, Ills. 
EN ik er if 0 5, 4.616 dw 4 ova wing Wi oc8 ave Ree Boston, Mass. 
NAR 6 5 vito 0. 0:6-4:0.4.64:6 60.0 oa Worcester, Mass 
WEGSTOR BOO) OP PONE CG.. ioc hc cccwrccccesescss Warren, Ohio 
Washington Metal Products Co....... Washington C. H., Ohio 
ao igis Sarasa Mees cnmewmane Chicago, Ills. 
Wheeling Machine Products Co......... .. Wheeling, W. Va. 
White-Steel Sanitary Furniture Co....... Grand Rapids, Mich. 
Wemitete Gel FIO CG. 6. iow ee cece ences Hartford, Conn. 
eee PTE te Chicago, Ills. 
RE Ee a Be td ede Buffalo, N. Y. 
Worcester Brush & Scraper Co............... Worcester, Mass 
SO RN Sic .esse 0:0 cb 6 2 Pea ed meen’ New York City 
WN geo ci kk eke esc cecacn anes Chicago, Ills. 
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ments for fear that the ever growing demand might de- 
plete their holdings. One foundry reports that the sud- 
den influx of orders for immediate shipment has caused 
a slight slowing up in their heretofore prompt delivery 
schedule. Quotations being made indicate no _ price 
changes, the market remaining firm. Jotbers, for the 
present, have good stocks on hand, no shorteges existing. 
Steel Pipe 

The steadily increasing number of plumbing operations 
reported has created a better market for steel pipe. Heat- 
ing contractors’ orders have fallen off to some extent, but 
notwithstanding this decline the tonnage moving into New 
England is reported by several mills to be gradually as- 
suming larger proportions. Mills are able to make prompt 
shipments when requested and are maintaining good 
stocks. . Jobbers are reported to be anticipating a little 
more for future shipments and at present are carrying 
well balanced stocks. Prices of mills and distributors 
have not changed and the market as a whole is firm. 

Wrought Iron Pipe 

Two reporting mills are aware of increases in their sales 
to distributors, while a third states that, although April 
started in exceptionally good, the past week was dull. 
Jobbers are building up their stocks on hand, carrying a 
complete assortment, although, as a general rule, no 
marked activity is experienced in the sale of this commod- 
ity to contractors. Quick service is being offered by mills 
who are producing sufficiently to enable them at all times 
to show a good surplus. The firm market, which has pre- 
vailed throughout the past several years, still exists. 

Enameled Ware 

Sales of makers and wholesalers are generally increas- 
ing and will continue to do so at a more rapid rate, if the 
large number of quotations being made daily will mate- 
rialize. Jobbers are showing tendencies of strengthening 
their holdings, relying on the adequate stocks in makers’ 
local warehouses in emergency cases. Good deliveries are 
possible from factories. The market is generally firm in 
this section and no price changes have been announced. 

Pottery 

Transfers of staple pottery to distributors show no ap- 
parent increase, the latter being content to take small 
shipments from time to time, in so far as many are covered 
on their requirements for another month or so. New 
business being booked does not run into large volume but 
those makers who concentrate more on special ware than 
on staple products report improvement in their sales. 
Jobbers continue to keep well assorted stocks and are 
granted immediate shipments of staple items by potteries. 
Prices continue firm and have not changed. 

Plumbers’ Brass Goods 

Wholesalers show little inclination to anticipate their 
future needs, confining advance orders, in the few in- 
stances noted, to specifications for 30 to 60 days delivery. 
Present volume is benefited in a mediocre way by numer- 
ous small orders which wholesalers are placing for the 
purpose of filling in their stocks and keeping well assorted 
shelves. Buying of cast and tubular brass goods by plumb- 
ing contractors is reported slightly improving, movements 
of cast goods predominating. When orders run large, 
varying prices are quoted, but for small lots prices are 
found to be firm at the same levels which existed last 
week. A local manufacturer reduced his prices of brass 
pipe on April 9, one quarter of a cent per pound. 

Range Boilers 

Even though some distributors are still taking into 
their stocks boilers priced on the old basis, one maker re- 
ports a quickening of new orders priced from the latest 
sheet issued during the latter part of February. Boiler 
business, while not exceptionally brisk, is nevertheless on 
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the upward trend. Makers are producing almost to the 
capacities of their plants and are building up good reserve 
stocks. Deliveries without delay are offered by manufac- 
turers, and wholesalers are keeping their stocks at good 
levels. Prices are firm and unchanged. 
Boilers and Radiators 
Varying reports on conditions in the boiler and radiator 
market are received from several makers. No especially 
good business is enjoyed by manufacturers on the whole, 
one finding an improvement over last week, another ex- 
periencing a downward tendency, while a third states 
that his sales have fallen off considerably and that his 
total volume so far this year does not compare favorably 
with the like period of last year. Makers’ stocks are in 
excellent condition, while, on the other hand, demand 
from their trade not being extensive, jobbers’ holdings are 
generally light. No price changes have been announced, 
‘the market remaining firm. 


PACIFIC COAST 


Business continues in a steady volume without giving 
any indications of decreasing or increasing in the near fu- 
ture. Jobbers generally have well assorted stocks, with 
no surplus to speak of, and prices as a whole are steady. 

Soil Pipe 

There is very little change in the demand for this com- 
modity, which continues to move mostly in small lots for 
immediate requirements only. Distributors generally have 
well assorted stocks and also a fair amount of tonnage 
en route from foundries. During the week most Southern 
California jobbers reduced their out of stock prices on 
this commodity about 5 per cent. 

Steel Pipe 

Steel pipe continues to move in about the same volume 
it has maintained since the first of the year, most sales 
being in small lots for actual requirements only. Distribu- 
tors generally have well balanced stocks and little diffi- 
culty, if any, is experienced in obtaining prompt ship- 
ments from mills. Prices and price conditions vary in the 
different jobbing centers and are more firm in some than 
in others. 

Enameled Ware 
There continues a fairly active demand for enameled 
ware which, however, continues to be divided among many 
‘distributors. Consequently, the individual firm’s volume is 
affected. The decline in the building of new apartment 
houses has also a tendency to lessen the demand for this 
commodity to some extent. Prices to the trade vary in 
the different jobbing centers but remain unchanged. 
Pottery 

Pottery shows very little change in demand, most pur- 
chases being in small lots for immediate requirements, 
which jobbers have no difficulty in filling from stocks on 
hand. Prices to the trade, while varying in the different 
jobbing centers, remain unchanged. 

Plumbers’ Brass Goods 

This commodity, while in better demand than others and 
having more forward buying, continues to be distributed 
by so many different agencies that the individual firm’s 
volume suffers. Prices to the trade remain unchanged and 
continue to hold at a low level. 

Range Boilers 

A fairly steady demand, better in some sections than in 
others, continues in range boilers. Distributors generally 
have well balanced stocks and prices remain unchanged. 
In California, in particular, the sale of automatic heaters, 
both flash and storage type, continues to exceed that of 
range boilers. 
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San- Equipped Homes 
and Schools Help Keep 
Children Healthy. 























You Protect Health When You 
Sell the San-Equip Septic 


The home, school or other building that is San- nee: 
is health-equipped, too. 


This modern sewage disposal system will go far to reduce 
the great number of serious and fatal diseases that are 
common where the old-fashioned cess pools or home made 
tanks are used. 


Sell San-Equip Health to your community. Do not risk 
any substitutes where health protection is at stake. 


Make your customer’s home as safe as you would want 
your own. You know that will mean only San-Equip. 


) Prompt delivery everywhere. Inspection or approval ship- 
ment from your wholesaler to show your customer if de- 
sired, or for any comparison. 


| Send for Free Plan Sheets and sales helps. 


CHEMICAL TOILET CORP., E. Brighton St., Syracuse, N. Y. 
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The Stock Market 


j Quotations furnished by Frazier, Jelke & Co., Chicago 
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Value High Low Quotations of April 18, 1927 * Bid Asked Last 
25 119144 11014 American Radiator Co., com. A 116% 117% 117 
100 135 13344 American Radiator Co., pfd.. A 134 135 135 
50 48% 45 Anaconda Copper Mining Co. .A 47% 47% 47% 
NP 38% 29% Brunswick-Balke-Collender Co... A 31% 31% 31% 
NP 68} 42 A.M. Byers Co., com. A&F 63 66 65 
100 109 106 A. M. Byers Co., pfd. A&F 106 10944 109 
| 100 120 115% Century Electric Co., com. ...G 115 125 120 
100 106 101 Century Electric Co., pfd. G10 ..... 101 
50 48144 43% Chicago Nipple Mfg. Co.,“ A” B 47% 48 48 
50 3314 «31 Chicago Nipple Mfg. Co.,“B” ..B 33 33% 334 
25 62 47 Crane Company, com. .C 50 50 
| 100 118% 117 Crane Company, pfd. C 118% ..... 118 
j 100 93 88 Detroit Brass & Malleable Works D 90 95 93 
i 20 «630 2614 Eagle-Picher Lead Co. I 27% 28 28 
I NP 4234 39% Fairbanks, Morse & Co., com A 39% 40 394 
! 100 112 107% Fairbanks, Morse & Co., pfd. A 110 111% 110% 
| NP 735% 60 Johns-Manville Corp. B67 67% «67 
100 161 100 Jones & Laughlin, com. F 155 .e.e. 153% 
| 100 120 117 Jones & Laughlin, pfd... F 11934 120% 120 
| 10 19% 16 Michigan Copper & Brass Co D 18 20 19% 
| 100 200 160 National Lead Co., com. A 191 194 192 
100 130 117% National Lead Co., pfd. ...A 124% 127 125 
| 100 1064 102 Ohio Brass Co., pfd. H 106 10644 106% 
NP 843% 7714 Ohio Brass Co.,“B”..... H 81 82 81% 
NP 1234 1034 Pacific Steel Boiler Corp. Blk uy Ws 
| 100 108 100 Penberthy Injector Co., pfd. We: -csiee 100 
| 25 27 24 Pierce, B. & P. Mfg. Corp., com. U FF sate 27 
100 101 99 Pierce, B. & P. Mfg. Corp., pfd. .U 100 103 100 
| NP 25% 21% Richmond Radiator Co., com. B 233% 24 24 
| NP 54 46 Richmond Radiator Co., pfd .B 51 51% «51% 
i 100 65 60 Scovill Mfg. Co.... .U 58 60 
| 25 96 814% Standard San. Mfg. Co., com. F 80 85 81% 
100 118% 11314 Standard San. Mfg. Co., pfd. F 117 iecsn aa 
100 Trenton Potteries Co., com. .U 45 55 47 
100 , ; Trenton Potteries Co., pfd. ..U0 95 105 cs 
} 100 228% 202 U.S. Cast Iron P. & F. Co., com. A 217 218% 218 
100 115 112 U.S. Cast Iron P. & F. Co., pfd. ..A 11034 113 113% 
i NP 42 381% U.S. Radiator Corp., com. .D 38 38% 38% 
100 101 99 U. 8. Radiator Corp., pfd. .D 97 99 99 
i 100 67% 5634 U.S. Rubber Co., com. A 623% 63 6234 
| 100 111% 107% U.S. Rubber Co., pfd. A 110% 111 110% 
i 100 17234 1534 U.S. Steel Corp., com. .A 172% 172% 172% 
| 100 133 129 U.S. Steel Corp., pfd. A 132% 133 13234 
NP 27 18 Walworth Company. . A 2254 22% 22% 
’ NP 15% 13 Williams Oil-O-Matic Htg. Corp .C 12% BK 1% 
} NP 6% 5% Wolff Mfg. Corp........... .C 5% 5% 5% 
| NP 9744 884 Youngstown Sheet & Tube Co A 935% 94 9334 
) *Where listed— 
t A—New York Stock Exchange F—Pittsburgh Stock Exchange 
B—New York Curb Exchange G—St. Louis Stock Exchange 
\ C—Chicago Stock Exchange H—Cleveland Stock Exchange 
j D—Detroit Stock Exchange I—Cincinnati Stock Exchange 
' E—Boston Stock Exchange U—Unlisted Stocks 
{ EE oer ae DPSS eee = 
} 
ryY ] 
| The Metal Market 
Average Average Average 
| Apr. 19 Mar., 1927 Jan., 1927 1926 
1G TRON 
No. 2 foundry, Chicago, 
Furnace cine wen $20.00 $20.00 $20.90 $21.65 
PLATES AND SHEETS— 
Steel boiler plates, Pitts- 
burgh, per Ib........ 1.80¢ 1.90¢ 1.90¢ 1.89¢ 
Blue annealed _ sheets, 
No. 10, Pittsburgh, per 
Ib. : sain -ose aes 2.20c 2.25c 2.40¢ 
Black sheets, No. 24, 
Pittsburgh, per Ib. 2.80¢ 2.90c 2.95¢ 3.17¢ 
TIN— 
Straits tin 68%e 
COPPER 
Prime Lake, f. o. b. re 
ss ae eee 13.25¢ 
Electro, delivered 13 Ye 
LEAD— 
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The Old Metal Market 
Dealers’ Buying Prices 


Per !b. Per lb 
Aluminum clippings....20 c Copper, AME <ccsce cas 9 He 
ere re 62%ec Copper, uncrucibled 
epee, TH ck cccsccse 64%c WD 656 sk wee reeeseey 10%c 
Brass, heavy mixed.... 7%c Faucets and valves.... 8%c 
ee  rrrrrrr rr Tt 9%4%e ee a ere 6%c 
Copper, crucible ....... 11 c Selder Joints 2.0. ssc0e0% Mm 

NOTE: Prices are those quoted on Tuesday of this week. 





MEETING OF BRASS MANUFACTURERS 


The National Association of Brass Manufacturers held 
an interesting and well attended meeting at the Hotel 
Cleveland, Cleveland, Ohio, on Friday, April 15, at which 
time committee reports were received and routine business 
transacted. 

The report of Commissioner Webster showed the asso- 
ciation’s finances to be in good shape and that a great deal 
more than half of the original run of the official catalog, 
issued on January 1, had been sold and distributed to the 
jobbers and manufacturers throughout the United States 
and Canada. 

Pending a merger of allied brass lines in what is ex- 
pected to be a greater brass association, Commissioner 
Webster has agreed to remain in charge of the associa- 
tion’s affairs. 

Some work along the line of the merger plan was gone 
into during the three-day session in Cleveland. Those at- 
tending then adjourned to meet again in the course of 
thirty days, to more clearly and definitely perfect plans of 
what is hoped will be a greater Brass Manufacturers’ As- 
sociation. 

At the morning session Commissioner Webster, in re- 
spect and appreciation for his guidance and ability to hold 
the association together for a quarter of a century, re- 
ceived a number of serviceable and appropriate tokens to 
serve as a memento of his quarter of a century’s service 
in the brass industry and to serve him well in his life of 
travel and study, to which he expects to devote much time 
in the future. 





LAIB CO., BOWLING SEASON ENDS WITH BANQUET 


The first season of the bowling league formed last fall 
by employes of Laib Co., Louisville, Ky., was brought to 
a very successful close on Wednesday night, April 6, by a 
banquet and three hours of entertainment at the Kentucky 
Hotel. 

George H. Laib and Phil F. Laib, president and vice 
president, respectively, of both Laib Co., and the Columbia 
Sanitary Manufacturing Co., who were guests of the league 
on this occasion, made interesting talks during the eve- 
ning. Laib Co. men intend to make the bowling league 
a permanent affair, since it has not only afforded them 
many hours of clean sport, but has also proved a physical 
benefit. 





SHOW PICTURES OF MANUFACTURING PROCESSES 

The showing of a moving picture giving the details of 
manufacturing plumbing goods, attracted a large audience 
at the Palace Hotel, San Francisco, on Friday evening, 
April 8, when the Standard Sanitary Manufacturing Co. 
displayed films taken at their enameled goods and brass 
factory at Louisville, Ky., and their vitreous chinaware 
factory at Tiffin, Ohio. Besides showing the different steps 
in the making of their line, the picture was concluded 
with a view of the company’s exhibit at Louisville on the 
occasion of the National Association’s convention in that 
city last year. 





The park board of Grandview, Wash., is taking bids 
on the construction of a municipal swimming pool. 
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Golf Course Irrigation 
(Continued from Page 22) 
the green is the better the course is in general, but it will 
be but a short time before the accepted practice will be to 
keep the fairways in as good a condition as possible. 
Watering, even when limited to greens, has been here- 





Fig. 27.—A lawn sprinkler to be attached to a hose, also stand 

for holding sprinkler. Fig. 28.—A sprinkler made of alumi- 

num, weight 6 oz. The water is thrown in almost a hori- 

zontal direction. Fig. 29.—A sprinkler head. The water 

impinges on the spoon causing it to revolve, thus distributing 

the water. Fig. 30.—A type of sprinkler used much in garden 
and cemetery work 


tofore accomplished only by maintaining hand labor. It is 
a common sight, especially in the older courses, to see a 
fair sized gang of men assemble in order to do the sprin- 
kling as thoroughly and as quickly as possible. The rea- 
son that the excessive amount of hand labor is necessary 
is due to the fact that the older courses were designed and 
laid out when labor was cheap, with the result that the 
water supply was built only large enough to take care of 
hand watering. With the increase in wages, the costs of 
labor for this purpose have become extremely high, and a 
great number of clubs are forced to choose between re- 
laying their water systems or maintaining a labor staff 
far in excess of the number necessary with a modern, effi- 
cient irrigation system. 

There are three factors, each one dependent upon the 
other, that go to make up better irrigation for golf courses. 
The first of these is an efficient type of irrigation system. 
The modern methods of watering have taken a form dif- 





Fig. 31.—An automatic oscillating sprinkler equipped with 
motor, height 14% in. Fig. 32.—Illustrating method described 
in the article for laying pipes without marring a lawn. Fig. 
33—A vise useful in attaching hose clamps 
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HuMPHREY 


Automatic Gas Water Heaters 


A type and size for 
every building from 
the skyscraper to 
the cottage. 


Write for catalog and 
installation data. 


HUMPHREY COMPANY 
(Dio. Ruud Mfg. Co.) 
Kalamazoo =: Michigan 

















mee yes 


And 


OR IHING 
PLATIES 


Look for this Box and Label 


[a Order thru Your 


ay doko) k-3-¥-1 1-1 9 


r * 
Face Mae 


oi THE 
ws BEATON &CORBIN 
MFG.,CO. 


Sa Southington, Conn. 

















SQUARE a] GEE 


Iron £ Malleable iron | FITTINGS 


We are so proud of Square 
““G’’ fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 












THE GRABLER MANUFACTURING CO. 
CLEVELAND, OHIO 


WAREHOUSES — NEW YORK, CHICAGO AND SAN FRANCISCO 








REAL profit-opportunity 
A for the plumbing retailer 
—the Kohler Electric Sink. The 


Kohler Time Payment Plan 


makes it easy to sell. 


KOHLER or KOHLER 


Plumbing Fixtures 


‘MEMBERS 
‘THE NATIONAL 
EXTENSION BURBAU 
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T is a lot easier to keep a Mueller Pipe End Reamer in con- 

dition. The blades are not pinned; instead, they are 

securely held in place by a cad which also makes them easy 
to remove for sharpening. 


As for durability—the wearing parts are the vital parts of 
The burr on the a pipe end reamer, and the Mueller Pipe End Reamer has but 
inside of cut pipe two—the blade and the ratchet. These have more support 
obstructs the flow than you ordinarily find, can’t side slip. The ratchet handle 


in the p ipe and makes for easier and much quicker operation. 
causes chips and 
foreign matter to 
collect. Use a 


The ratchet wheel is drop forged, hardened and machined, 
Mueller Pipe End assuring perfect alignment with the frame and ratchet dog. 
Reamer and a This reduces wear and friction. The handle cap is secured by 
better job 1 a patented arrangement that overcomes the faulty device of 


result. screws that loosen and get lost. 


Trust a Mueller Pipe End Reamer. Like all Mueller tools 
and equipment it is built to stay tight and serve you well for 
a long time—hundreds of plumbers have used theirs con- 
tinuously for many years. Write for information when you 


want tool satisfaction. 


MUELLER CO. (Established 1857) Decatur, Illinois 


Branches: New York, San Francisco, Los Angeles. Canadian Factory: MUELLER. Limited, Sarnia 


MUELLER 
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ferent from the older sprinklers. These used to take sev- 


eral hours of one nfit®s attention per green and the re- | 


sults obtained were far from satisfactory. Often circles 
of spray would either overlap or leave spots between them. 
These made the greens “spotted’’—that is, there were a 
number of wet spots and dry spots, neither of which were 
beneficial to the grass. 

One method is to deliver the water with nozzle jets 
operated by automatic turn-motors, in the use of which 
the water does not fall in one spot continuously, but forms 





Fig. 35.—A 


34.—A lawn sprinkler of the ring type. 
Fig. 36.—This is 
Spray is emitted from the top 
and from a cireular orifice lower down 


Fig. 
sprinkler and connection for pipe or hose. 
termed a “young fountain.” 


a moving sheet, swinging from one side of the area to the 
other. “his permits the water to penetrate very far into 
the ground. 

In order to operate an irrigation system of this type 
successfully, changes must be made in the mains and in 
the water supply in many cases. In many of the older 
golf courses—in fact, in a large percentage of them—the 
mains are undersized. This is undoubtedly due partially 
to the method of watering in former days and to the ne- 
cessity of economy when the clubs were first started. How- 
ever, this economy is being paid for while the golf course 
is in use, as it limits the amount of work that one man 
can do in taking care of greens and fairways. 

“As a matter of making a recommendation for the size 
of main, the best plan is to leave this to a competent en- 
gineer,’’ says one manufacturer. ‘‘The entire makeup of 
the system will be governed by the condition of the golf 
course, and each individual golf course will differ from 
any other. It is well for the committee in charge of the 
construction to pay attention to the recommendations of 
the engineers regarding the water supply. No reputable 
corporation will recommend larger size mains than is 
necessary, as it is as much to their benefit as to the con- 
tractor to keep the expense down.” 

Coupled with the matter of mains is the matter of 
water supply. In about 50 per cent of the cases, the water 
supply is derived from city mains extended into the coun- 
try. These long extensions are usually through small 
pipe, and as the pressure lowers the farther the water 
travels from the pumping station, the golf club usually 
gets a rather meager supply. No matter, however, whether 
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Spring is Here! 


Spring brings many wonderful 
things and also lots of rain. Even 
rain is opportunity for you. Cellars, 
excavations, tanks, shafts and pits 
will flood and you will be called 
upon to supply trustworthy and 
efficient means to drain them. 
When you are, specify PEN- 
BERTHY AUTOMATIC 
CELLAR DRAINERS. They op- 
erate either on low or high pres- 
sure, are silent, steady and abso- 
lutely self-priming and automatic. 


The cost of installation is 
negligible to you and the cost of 
operation is very low for your 
customer, and you will never have 
to cut into your first profits by 
expensive servicing. 


Write us or your jobber 
today for full particulars 
of the Penberthy Line 


Our 
) Catalog 
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1260 Holden Ave. Detroit, Mich. 
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the supply is from city mains or individual pumping 
plants, the pressure and volume indicated by the engineer 
should be maintained. If necessary, additional pumps 
should be installed in order to take care of the increase, 
but it is mighty poor economy to make an undersized 
pumping plant take the place of the size that should be 
used. 

Summing it all up, the greatest trouble in the watering 
problem of golf courses today is insufficient water supply 
and small mains. If these two evils were corrected, it 
would be a comparatively easy proposition for a contractor 
to go into a club and sell equipment enough to irrigate 
the greens and eliminate three or four men from the labor 
staff. 

The time is coming when every golf course will leave 
the matter of water supply up to a competent contractor, 
and when this time comes, the upkeep costs of watering 
greens and fairways will be reduced to less than 50 per 
cent of present day expenses and the results will be 200 
per cent better. 

These in the main are the biggest troubles that are 
found in making sprinkling installations on golf courses. 
With the necessary volume of water at the necessary pres- 
sure at all points of the course, you can guarantee posi- 
tively a reduction in the operating costs of golf course 
upkeep. 

While jobs of substantial size in sprinkling and irri- 
gating may be had in connection with golf courses, country 
estates, university campuses, etc., the small jobs of in- 
stalling sprinkling equipment for small residence lawns 
should not be ignored. For such sprinkling, there is a 
great variety of equipment, which is shown in this article. 

Andrew McCann, mentioned in the first part of this ar- 
ticle, specializes in spray equipment using underground 
pipes for residence lawns. He is as careful in digging the 
trenches as though the lawn were a parlor floor. Building 
paper is laid down and the dirt is placed on it. After the 
pipe is laid and the dirt replaced, the lawn is sodded by 
a person who understands this business. Each fall he 
takes the brass caps from the sprayhead and drains the 
pipes. He replaces the caps and turns the water on again 
in the spring. The end of each piece of pipe is carefully 
reamed to permit the flow of water. A two-inch main will 
take care of forty-five sprays at one time, Mr. McCann says. 

One sprinkler concern recommends the _ following 
method of removing and replacing sod: Mark out the sod 
into 10-inch or 12-inch squares along the lines where the 
pipes are to be laid. Then, with a sharp long-handled 
spade or other tool, make a diagonal cut along the outer 
edge, in a V-shape, to the depth at which the pipe is laid. 
Carefully remove this V-shaped section of sod and earth. 
Note that the sod itself should not be separated from the 
underlying soil. After the pipes are in place, replace the 
V-shaped sections of sod and earth, and such loose dirt as 
may have been taken out. Tamp down carefully. If this 
method is followed carefully, all signs of the work should 
disappear. See Fig. 32. 


Table Showing Amount of Water Discharged by Two Types of 
Sprinklers—Supplied by %-Inch Hose 


Type No. 1 Type No. 2 
Gals. Per Hr. Gals. Per Hr. 
Pressure Lb. Coarse Fine Coarse Fine 
Per Sq. In. Spray Mist Spray Mist 
eee eee eee Cer 100 150 105 165 
RW ahd bie eters ewe eae 155 225 190 275 
BE We tere cas elk 190 280 255 345 
BO isbn Siw eae eed 220 318 318 415 
LE Ee OR EET ET CONC 245 348 360 465 
ME Oe Ce 265 370 405 515 
_ epee rae 283 388 442 560 


405 477 605 
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heating system sales 


Hundreds of plumbing and heating con- 
tractors are spreading along to greater and 
greater sales volume in Red Top Pressure 


Systems of Hot Water Heating. 


These systems are easy to install at prices 
that mean paying business for you. A Red 
Top Relief Valve Model No. 2 and an air- 
tight expansion tank are the only special 
equipment necessary. 


May we send you further information? 


NEPTUNE METER CO. 
50 East 42nd St., New York City, N.Y. 
Branch Offices in Principal Cities 
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45. 309 422 510 645 
50 318 438 540 690 
55 325 454 570 725 
60 330 470 590 760 
65. 335 485 610 795 
70. . 340 500 630 830 
75 eS phen & .. 345 515 650 865 
_ eee . 850 530 670 900 
85. 355 545 690 935 
90 ve ; . 359 560 710 970 
95 ; 362 575 730 1005 

Pee osne - . 364 590 750 1040 


In selling sprinkling systems for lawns, the motives that 
impel people to buy such equipment should be given due 
consideration. Of course most home owners put in sprin- 
kling equipment because they want to add to the beauty of 
their immediate surroundings, while others may be influ- 
enced by their civic pride or by their desire to advance the 
price of real estate. Here is a favorite method of presen- 
tation of one sprinkler man: 

“A number of the citizens of this section of the city are 
trying to build it up, to make it more beautiful and to 
add to our joy in beautiful surroundings, also to increase 
the value of the real estate, so we want you to join in this 
plan of making this section of the city more beautiful. 
Now a sprinkling system would keep your lawn and shrub- 
bery beautiful and green, etc.” 

There are other motives, of course, that may be ap- 
pealed to. For instance, one: woman of the class that is 
termed ‘‘the newly rich’”’ said: ‘‘Well, I might put in a 
sprinkler system—some of my friends are doing it, you 
know, but doesn’t it make the ground awfully damp?” 





Tracy Starr, Toledo, Oregon, has received the plumbing 
and heating contracts on the new high school in that city. 
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Oklahoma Celebrates Silver 


Anniversary 


(Continued from Page 43) 


ing business as well as a representative of the Bureau, 
said that the one outstanding requirement for a man to 
make a success of his business was for him to make a 
study of it the same as a boy in school studies his lessons. 
Mr. Bergner stated that he had recently completed a study 
of conditions pertaining to the plumbing business in 
Oklahoma, and, although opportunities in that state were 
equal to those in any other locality, he found that many 
were not making any money at their business. He attrib- 
uted this lack of profit mainly to the fact that too little 
heed is being given to building up the merchandising end 
of the business and also the contracting side. Mr. Bergner 
warned his listeners of the progress being made by various 
other industries and of the big stride that must be taken 
by the master plumber if he expects to compete for his 
share of the dollar. 

An insufficient number of merchandising displays was 
attributed by Mr. Bergner as cause for the lack of public 
interest in the plumbing business. He then outlined the 
plans for enlarging the activities of the Bureau by in- 
creasing the budget from $100,000 to $500,000 per year 
for the next four years; moving the offices to St. Louis, 
Mo., where there are better all-around facilities; co-op- 
erating with the General Federation of Women’s Clubs, 
and carrying on a national advertising campaign. He 
stressed the necessity for the plumber to do his part by 
keeping his place of business clean and in good condition 
in order to get the most out of this plan. Mr. Bergner 
told of the $500 subscribed by the Missouri association at 
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its recent convention and the $100 by the Missouri auxil- 
iary. He said that while the bulk of the support was to 
come from the manufacturer and wholesaler, some help 
was expected from the master plumbers, although the 
amount has not as yet been determined. 


PRESIDENT ALBERT J. WILSON 
RESIDENT ALBERT J. WILSON of the National Asso- 
er of Master Plumbers spoke on present business 
| conditions and the activities of the National Association. 
He compared the plumbing business of earlier days, when 
| there was not a chance for a good financial return, with 
| the improved conditions of today in the good feeling that 





exists between manufacturer, wholesaler and contractor. 











1S 

with Powers Shower Mixers 
There’s big money for the live Master Plumber 
who will present this wonderful Mixer to Golf 
Clubs, City Clubs, Hospitals, Hotels and other 
institutions, because it supplies an acknowledged 
demand for a shower mixer that will control the 
temperature of the bath water. That the Powers 
Shower Mixer fills the bill is attested by the rapid- 
ity with which it has been accepted and installed, 
to replace old fashioned mixers of all sorts. 


Safety At last a mixing valve has song 


vented which will regulate 
shower and keep the temperature of the water 
where it is wanted. No chance of getting scalded. Top row: A. E. Littlejohn of Bartlesville, E. D. Fishback of 


: . mb ’ n ee. Bartlesville, George McKey of Ponca City and R. M, Bratton 
No slipping and falling on wet tile floors while try | of Newkirk.—Bottom row: Edward Dieterle of Ponea City, 

















ing to escape a sudden change in the temperature | W. R. Maher of Ponca City, Paul Ruhle of Ponea City and 
of the water. | Charles Ramstead of Okmulgee 
Comfort No waste of time trying to get Saree 
water at the right temperature. He spoke of the inclination in some states for other than 
When handle of a Powers Shower Mixer 1s turned the master plumber to se!l to the consumer and explained 
to WARM, the water does not run hot one min- the function of the National Trade Relations Committee. 
ute, and cold the next. It remains where wanted In speaking of the importance of the plumber President 
until the position of the handle is changed. Wilson pointed out that unless the fixtures in a building 
were properly installed the tenant or owner would rather 
Free Book Names of hundreds of users do without them. Mr. Wilson also stressed that great 
who have brought their care must be exercised when figuring a job to allow a 
showers up-to-date with Powers Mixers appear sufficient amount for overhead. He considers the failure 
In our new 20-page book. : It contains valuable of master plumbers to exercise that care one of the 
information. on showers—information that has greatest drawbacks to the plumbing and heating business. 
money-making possibilities for Master Plumbers. | President Wilson explained the work being done by 
May we send you a copy! | the apprenticeship, scholarship, and educational and other 





(399-P) committees of the National Association. He went into 
some detail on the plans for the national convention at 
Minneapolis, telling of some of the business problems 
that were to be brought up at that time and also some 


of the plans for entertaining the guests. 





The Powers RegulatorCo. 
2716 Greenview Ave. Chicago 
36 Years of Specialization 


in Automatic Temperature 
Control— Offices in 36 cities 













STATE PLUMBING LEGISLATION 

NE of the most interesting and helpful talks of the 
QO entire convention was given by Attorney Clark Nich- 
ols of Eufaula, Okla., who, being a former member of 
the state legislature, was in a position to tell the mem- 
bers what they might expect to encounter in again at- 
tempting to put across their state plumbing code. At the 
time the Oklahoma association last attempted to have the 
code passed, Mr. Clark was a member of the legislature 
and was sold on the master plumbers’ bill. He said that 
the greatest difficulty he encountered was in explaining it 
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to the other members, 


ers in each district call on their representative before he 
leaves for the capitol and explain the bill to him. The 
big thing, said Mr. Nichols, is to give him confidence in 
the thing, as every representative wants to be able to 
return and say he voted for your bill, but wants to be sure 
first that it is a good thing. 

Mr. Nichols also talked on liability insurance. The 


theory is, said Mr. Nichols, that in all hazardous occupa- | 


tions the employer should make provisions for an injured 
employe regardless of who is to blame. He cited several 
examples of cases where a contractor was under the im- 
pression that he was fully insured only to find out when 
he attempted to collect that he was not, and he stressed 
the importance of every contractor carefully checking over 
his policy. In summing up, the speaker asked the asso- 
ciation members to bear these two points in mind: 1. If 
you are a general contractor and the sub-contractor does 
not comply with the law and carry insurance, he can hold 
you responsible. 2. If you are a sub-contractor and are 
not carrying insurance the owner can withhold payment 
until the job is finished or break the contract. 

James Hunt, assistant plumbing inspector of Tulsa, 
added some further details to the attempt of the associa- 
tion to have the bill passed and told of the untiring effort 
put forth by Mr. Nichols. 

President Sam. R. Rice added that the legislative com- 
mittee has been at work on the new code all year and that 
it is nearly in shape. 


IMPROVING THE PLUMBING BUSINESS 


ERE SHEEHAN, Jr., told of a few ways in which he 
J thought a man could improve his business. He said 
that every proposition brought forward hinges itself with 
the question of organization., He cited several examples 
where proper organization had overcome what at first ap- 
peared to be insurmountable obstacles. He advocated that 
business men should join various social, fraternal or busi- 
ness organizations for the good fellowship they would get 
out of them. 

After President Green had taken over the chair, retiring 
President Rice thanked the members for their co-operation 
during his term of office, and asked that they give the new 
administration even more assistance. He also asked the 
members to pay more heed to association correspondence 








Top row: H. L. Stevens of Hutchinson, Kans., president of 
the Kansas State association; E. H. Bradford and C, A. Powell, 
both of Blackwell; Jere Sheehan, Jr., National director of 
St. Louis, Mo.—Bottom row: J. W. Guekian, president of the 
Oklahoma City association; Harry Pruess, secretary of the 
Oklahoma City association; H. F. Hanson of Oklahoma City; 


because of its highly technical | 
phraseology. Because of this he suggested that the plumb- | 





Sam Rice of Oklahoma City, retiring state president 
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High Quality Metals 


Metals made up to specifications. 


R. LAVIN & SONS 
2511-2525 W. 21st St. 
John Hartman, Sales Mgr. Chicago, I11. 


YICHMOND 


PRODUCT... 
TRAP SCREW FERRULES 


Sixteen years experience in the manufac- 
ture of plumbing specialties has given us 
a thorough knowledge of the requirements 
of the trade. 


Our trap screw ferrules are accurately 
machined, clean cut and nicely finished— 
the line is complete in range and design. 


RICHMOND 


FOUNDRY & MANUFACTURING CO. 
RICHMOND, VA. 


Telephone: 


















‘A-DEPENDABLE:SOURCE:OF:SUPPLY:” 


DAVID G. KALISCH 
Plumber of Detroit, Mich. 


Says: 

I recommend and install 
EverHots because they are 
troublefree. Out of the large 
number I have installed dur- 
ing the past years (26 during 
the last year), I have never 
received a complaint. 


~ fvextlot Weater Co. 


Detroit, Michigan 
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3 Times the Profit! 


Every time you sell a Whale-Bone-ite Seat you 
make three times the profit possible on a staple 
job. Don't waste time soliciting orders for cheap 
seats at a minimum profit when a little salesman- 
ship will bring you an order for a Whale-bone-ite 
Seat at a real profit. And the Whale-bone-ite sale 
means a satisfied customer! 
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and to give the officers a little encouragement from time 
to time. 

Copies of the ‘‘wholesaler resolution’ were distributed 
and the men asked to put them up in their shops. 
C. W. (Dick) Wanger, president of the Woodward- 
| Wanger Co., Philadelphia, talked on the old-time plumber 
| and the merchant plumber. ‘‘Salesmanship,”’’ said Mr 
Wanger, “‘is persuading the customer to your viewpoint 
of the merchandise.’’ He advocated trying some new 
business methods, if the present ones are not bringing suc- 
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Claire Gillert of Ponea City, retiring vice president; G. E. 

Morris of Ponca City, new treasurer; C. T. Isaacs of Wewoka, 

newly elected governor of South East zone; J. J. Cosgrove 

of Muskogee, past president and chairman of the convention 
committee 


cess, and that more time be spent in reading and not so 
much in simply running around from one place to an- 
other. Mr. Wanger said that the greatest asset a man 
had was his reputation and that it beat price all hollow as 
a selling point. In his opinion it is necessary to give a 


THE LADIES AUXILIARY 

















Puna gas Goons 
PLUMBERS SPECIALTIES 


THE PECK BROS. & CO. 
Established 7856 — 
NEW HAVEN, CONN: NEW YORK CITY. 


WATER SYSTEMS 


FOR HOMES:FARMS-PUBLIC 
AND PRIVATE INSTITUTIONS 


Running Water—Myers Water Systems provide it for country 
and suburban residences, summer homes, farms, plantations, 
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outfits, medium and large capacity systems for operation by 
engine or motor, automatically controlled Electric House Pumps 
and Direct Water Systems—you will find a Myers of the right 
size and style for your own needs, and regardless of the Myers 
System you choose, it is guaranteed to give entire satisfaction if 
properly installed and operated. Catalog and prices to the trade. 
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job personality in order to sell it—to describe the details. 
HE Ladies Auxiliary met in joint session with the 
master plumbers at the opening meeting. In the after- 
noon members of the auxiliary met in the north parlor, 
the meeting being called to order by the state president, 


| Mrs. E. D. Fishback of Bartlesville. The address of wel- 
| come was given by Mrs. Fishback, and Mrs. E. D. Horn- 
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| Top row: Thomas Rae of the American Radiator Co., Okla- 
| homa City; J. C. MeDonald of the U. 8S. Radiator Corp., Kansas 
City, Mo.; I. L. Roark, Kansas City, Mo., manufacturers’ 
representative.—Bottom row: F. F. Dodds of the American 
Radiator Co., Kansas City, Mo.; A. E. Witty, manufacturers’ 
representative of Oklahoma City; G. R. Manchester, Oklahoma 
City district manager of the Ruud Mfg. Co.; C. B. Allison, 
| Hoffman Heater Co., Louisville, Ky. 
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brook, president of the National Auxiliary, responded. As 
Mrs. D. R. Lynch, secretary, was unable to be present the 
minutes of last year’s meeting were read by Mrs. George R. 
McKey. 

After an address by Mrs. Hornbrook, the motion was 
made and carried that the auxiliary present the masters 
with a bouquet of flowers, and Mrs. Fishback appointed a 
committee composed of Mrs. J. J. Cosgrove, Muskogee, 
Mrs. E. D. Hornbrook, Kansas City, Mo., and Mrs. Claire 
Gillert, Ponca City, to make the presentation. The ladies 
spent the remainder of the afternoon at the theatre. 

The morning of the second day was also spent in a busi- 
ness session. The secretaries of the Oklahoma City and 
Tulsa locals read their reports, as did also the treasurer 
of the Oklahoma City local. Mrs. Hornbrook and Mrs. 
W. F. Black both addressed the ladies briefly on methods 
of arousing more enthusiasm among the members. The 
motion was made and carried that the state and national 
dues be made $1.10. One dollar is to go to the state for 
expenses and ten cents to the national auxiliary. 

Mrs. Boismer, Mrs. Gillert, Mrs. Hornbrook and Mrs. 
Oliver were named as a committee to extend the auxiliary’s 
greetings to the master plumbers and to request a short 
talk from one of their representatives. It was moved and 
carried that each member of the auxiliary contribute one 
dollar to the scholarship fund, and, by the time the meet- 
ing adjourned thirty-eight dollars had been collected. 

The following were elected officers for the ensuing year: 
Mrs. T. J. Boismer, Oklahoma City, president; Mrs. D. R. 
Lynch, Tulsa, vice president; Mrs. George R. McKey, 
Ponca City, secretary; Mrs. N. G. Watt, Tulsa, treasurer. 


ENTERTAINMENT 

ESIDES the special social events for the ladies, there 
B was an abundance of joint entertainment for both 
the men and the women. On the evening of the first day’s 
meeting the guests, delegates and their wives joined to- 
gether at Leighton hall, where dancing, card playing and 
vaudeville numbers were enjoyed. Eugene O’Connor and 
Sam. A. Rice of Muskogee entertained with a number of 
old-time clog dances. 

The annual banquet was one that will long be remem- 
bered for the jollity and good fellowship which prevailed. 
The meal finished, things began to happen in rapid fire 
order. Toastmaster J. J. Cosgrove called upon a number 
of those present to exhibit their talents. Mr. and Mrs. 
Clyde Lee responded with a number of popular songs. Mr. 
Sauter of Muskogee sang a few Scotch songs. S. P. Basse 
of Tulsa impersonated a colored man invited to the con- 
vention by error, and brought forth many peels of laugh- 
ter. Thomas Rae of the Oklahoma City branch of the 
American Radiator Co. sang some Scotch ballads. Past 
Presidents W. F. Black of Enid, Eugene O’Connor of 
Muskogee, Sam. A. Rice of Muskogee and H. O. Green of 
Tulsa, who was elected again this year to the presidency, 
were introduced by Mr. Cosgrove. 


EXHIBITS 
ike Wolverine Brass Works, Grand Rapids, Mich., ex- 
hibited a large line of brass goods in an electric lighted 
display board. The exhibit was in charge of L. H. Scott 
and R. Larson, sales manager. 

The Hoffman Heater Co., Louisville, Ky., showed its line 
of automatic gas water heaters. C. B. Allison was in 
charge. 

The Atlas Supply Co., Muskogee, was represented by 
M. T. Pfrimer. An electric sink, a closet combination, a 
line of brass goods and a heater were displayed. 

The General Appliance Co., Oklahoma City, was repre- 
sented by Gene Jones and showed an automatic storage 
water heater. 
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Reduce Roughing-In Costs and Make 
Easier and Better Installations 


They eliminate the annoying, time-consuming and 
expensive long-screw connections, unions or ‘“‘R”’ 
and “L” nipples, and therefore SAVE YOU TIME 


and MONEY. 


Simply pipe 
na sleev hub, 
screw into top fit- 
ting, calk—and the 
job is done. 


Manufacturers of a complete line of fittings for 
either CAST IRON or SCREWED PIPE instal- 
lations. We have fittings for any type operation 
—whether a skyscraper, hotel, apartment build- 


ing or small cottage or bungalow. 


Write today for catalog of modern and econom- 


ical plumbing roughing-in systems. 





Illustration shows 
position of pipe in 
sleeved hub after 
being screwed into 
top fitting. 


NOTE: Oakum 
cannot possibly 
work thru joint, 
or pass end of pipe. 
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STRINGER BROS. CO., Inc. 


1100 W. 38th St. 33 


Chicago, Ill. 


Warehouses: Chicago, IIl., Gadsden, Ala. 


Factories: Gadsden, Ala 








Let Crane help widen 
your farm market 


NEVITABLY, the demand for 

water systems and for complete 
plumbing systems in rural homes is 
growing. Until recently almost un- 
Culak this market is now being 
opened — educational cam- 
paigns carried on by government 
agencies, agricultural colleges, farm 
leaders, and women’s clubs. 


For the contractor who allies him- 
self with Crane to cultivate this new 
field, a sure and steady growth is 
certain. Crane advertising, Crane 
Traveling Exhibit Cars, and the 72- 
year Crane reputation; all will help. 


Well made throughout, so simple 
that a wrench is the entire tool kit, 
with its bearings machined to .o005 
of an inch, each Crane system in- 
stalled will prove to the whole coun- 
tryside that running water can be 
efficiently, economically supplied. 





Crane Shallow 
Well System 


200 gals. an hour capac- 
ity. 42 gal. tank. 1/6h.p. 


Complete, 
f.0.b. facor® 120 
Other Crane systems in 


Capacities to meet any 


need, $85 and up. 


CRANE 


CRANE CO., 836 SO. MICHIGAN AVE., CHICAGO, ILL. 


Branches and Sales Offices in All Principal Cities 
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ARKANSAS ASSOCIATION HOLDS FIFTH ANNUAL 
CONVENTION 
The fifth annual convention of the Arkansas Master 
Plumbers’ Association was held in Little Rock, Ark., April 
14 and15. E. J. Howe of Hot Springs, was elected presi- 


dent, while H. S. Lazarus of Camden was made vice presi- 
dent. A. Borman of Hot Springs was re-elected treasurer 


and Joseph Bilheimer, Jr., also of Hot Springs, was named 
secretary, succeeding himself. A complete report of the 
convention will be published in next week’s issue. 





OREGON ASSOCIATION CHANGES CONVENTION 
PLANS 
The Oregon State Association of Master Plumbers has 
decided to hold a two day convention this year rather 
than a three-day meeting as was formerly planned. The 
meeting will be held May 20 and 21 in Salem, Ore. 


PLUMBING SYMBOLS TO BE DISTRIBUTED 

The plumbing symbols prepared for the standardization 
committee of the National Association of Master Plumbers 
are to be distributed to architects and master plumbers 
very shortly, according to an announcement from George 
H. Drake of Buffalo, N. Y., chairman of that committee. 
The symbols which were first published in ‘‘Domestic Engi- 
neering”’’ last summer, are being republished in the 
current issue of the monthly service bulletin of the Na- 
tional Trade Extension Bureau. A contract has also been 
signed with a publication which goes to architects, to 
publish the symbols. In this way, the committee feels 
that the symbols will reach everyone interested in them. 








J. P. Bassler, plumbing and heating contractor of De- 
troit, Mich., has moved to 924 Michigan Theater building. 
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PHILADELPHIA ASSOCIATION HOLDS MEMBERSHIP 
DRIVE 


Under the leadership of George Hicks, appointed chair- 
man of the membership committee of the Master Plumb- 
ers’ Association of Philadelphia by President M. J. Feeney, 
the association has started an intensive drive for more 
members. Mr. Hicks has a force of approximately twenty- 
five master plumbers under his direction, and the commit- 
tee has apportioned all of the Philadelphia master plumb- 
ers not members of the association among this force of 
workers. 

Last week also saw the annual presentation of watches 
to the leaders in the plumbing classes of the evening 
schools. The board of directors, the apprenticeship com- 
mittee, headed by John A. Quinn, chairman of the na- 
tional apprenticeship committee, and other members of 
the association, attended the graduating exercises at the 
three schools, awarding a watch at each school to the 
student having the best record for the four-year course. 





FORT WORTH PLUMBERS VISIT SAN ANTONIO 
ASSOCIATION 


A. F. McLain and John R. Denning, president and man- 
ager, respectively, of the Fort Worth Master Plumbers’ As- 
sociation, were guests of honor and the principal speakers 
at a chicken dinner given recently at the Plaza Hotel, San 
Antonio, Texas, by the San Antonio association. 

Mrs. McLain and son, Mrs. Denning and Mrs. C. W. Zei- 
gle, wife of the manager of the San Antonio association, 
with her daughter, Miss Helen, accompanied the Fort 
Worth officials, and were entertained by the Ladies Auxil- 
iary of the San Antonio association. Mr. Zeigle recently 
came to San Antonio from Fort Worth to take over the 
management of the San Antonio organization. 











From Fine Modern Factories 


Sno-Wite Bath Room Trimmings come from a 
factory where the happiness of the workers runs 
a close parallel with the high quality work they do. 


Write for SNO-WITE Catalog. Illustrating complete line. 
American Enameled Products Co. 


CHICAGO 













-SNO-WITE: 











NEW YORK 
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Federal Court Suspends Sentences in 
Potters Case 


Various members of the former Sanitary Potters Asso- 
ciation, according to an order just issued by Federal Judge 
A. N. Hand, will pay fines aggregating $169,000. Twenty 
individuals and 23 corporate members of the association 
were indicted by the government on charges of violating 
the Sherman anti-trust law. The sentences of from six to 
ten months’ imprisonment imposed on eight individuals 
have been suspended. 

In granting the application for suspending these sen- 
tences, Judge Hand said: ‘“‘In view of the decision of the 
Supreme Court, it seems quite intolerable that men should 
be sent to jail for an act which confessedly did not harm 
and, in the economic conditions existing at the time, could 
have done no harm to public interests.” 

The action by Judge Hand brings to a close a case which 
was initiated by the government. Conviction of the de- 
fendants in the district court four years ago was unani- 
mously reversed by the circuit court. On appeal to the 
Supreme Court, the judges voted five to three to reinstate 
the conviction. Counsel for the government pointed out to 
Judge Hand that the judges who had in turn passed on 
the case, had divided, six to six, in their decisions. 

The Supreme Court in its decision had further clarified 
the Sherman law, which has always been a law of uncertain 
meaning to both business men and lawyers. It decided 
that the government in such cases need not prove that a 
combination had raised prices unreasonably. The power 
or agreement to fix prices or restrict production was all 
that need to be proved. 

Government counsel joined in asking for a suspension 
of sentence. In addition, Charles Evans Hughes presented 
testimonials of character for the defendants from several 
hundred citizens and said the defendants were victims of 
the uncertainty of the law. Attorney General Katzenbach 
of New Jersey also pointed out their good characters. 

The eight individuals involved were A. M. Maddock of 
Thomas Maddock’s Sons Co., Trenton, N. J.; R. E. Crane, 
Eljer Co., Ford City, Pa.; Philip J. Faherty, Lambert- 
ville Pottery Co., Lambertville, N. J.; William B. Mad- 
dock,. John Maddock & Sons Co., Trenton, N. J.; Arthur 
Plantier, Sanitary Earthenware Specialty Co., Trenton, 
N. J.; George C. Kalbfleisch, Standard Sanitary Manufac- 
turing Co., Kokomo, Ind.; E. S. Aitkin, Trenton Potteries 
Co., Trenton, N. J., and J. E. Wright, Wheeling Sanitary 
Manufacturing Co., Wheeling, W. Va. 

“Domestic Engineering’”’ has just received the following 
communication from A. M. Maddock: 

“We pottery manufacturers who had the good fortune 
to have our previous sentences suspended are not unmind- 
ful of what our good friends in the trade have done to 
help us in our trouble. The very loyal support that we 
had from every branch of the industry is greatly appre- 
ciated. The beautifully worded letters that have been 
written in our behalf helped wonderfully in the final plead- 
ing of our case, 
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“We regret that we can not thank everyone personally, 
and we take this means of expressing to all our very deep 
appreciation of their many kindnesses.’”’ 

J. BE. Wright. 
Arthur Plantier. 
W. B. Maddock. 

P. J. Faherty. 

E. S. Aitkin. 

Geo. C. Kalbfleisch. 
A. M. Maddock. 





EASTERN SUPPLY ASSOCIATION 
LEAFLETS 

The Eastern Supply Association is now distributing a 
leaflet containing a speech made recently by Hubert Work, 
United States secretary of the Interior. The address was 
delivered before the board of directors of the General Fed- 
eration of Women’s Clubs held in January, and congratu- 
lated the federation on its excellent work in surveying 
the country to find out the necessity for more comfortable 
living conditions. 


DISTRIBUTES 








MANUFACTURING CONCERNS CHANGE BRANCH 
OFFICE LOCATIONS 

Three manufacturers of plumbing material who have 
maintained New York City offices in the Architects build- 
ing, 101 Park avenue, have changed their offices to the 
new section of that building fronting on Forty-first street, 
just completed. The three are the Chicago Faucet Co., 
which moved from Room 615 to Room 823; the C. F. 
Church Mfg. Co., which moved from Room 513 to Room 
1039; and the Sloan Valve Co., which moved from Room 
917 to Room 1239. The Speakman Co., formerly located 
in Room 513, has taken the former offices of the Sloan 
Valve Co., Room 917. 

ST. PAUL WHOLESALER MOVES ITS 
HEADQUARTERS 

The Cochran-Sargent Company has 
street and Broadway, St. Paul, Minn. The concern was 
formerly located at Fifth and Sibley. The company has 
branches in Minneapolis, Minn., Fargo, N. D., and Sioux 
Falls, S. D. 


moved to Third 








H. ROMEYN SMITH, INC., MOVES INTO NEW 
LOCATION 


The business of H. Romeyn Smith, Inc., eastern repre- 
sentatives of the Detroit Brass and Malleable Works, is 
being moved from 66 Cliff street, New York, where it has 
been located since its establishment in 1919, to 12 Lispe- 
nard street. The new address is a five-story building in 
the center of down town New York activity. John H. 
Taylor, secretary-treasurer and general manager, who took 
charge of the business, which was incorporated in 1924, 
at the outset of Mr. Smith’s fatal illness in 1925, is mak- 
ing the move as a progressive step for the convenience of 
eastern jobbers depending on the warehousing facilities 
of the firm. 
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ILLIAM J. LANG, of Chicago, chairman of ex- 
W\ hibits and convention for the National Associa- 
tion of Master Plumbers, from his several years’ ex- 
| perience in such work, believes that the exhibition and 
convention should be held in 1928 in Atlantic City, 
N. J. He was in charge last year of exhibits at the 
| Louisville, Ky., national convention and has full 
| charge this year of the exhibition and convention to 
be held at Minneapolis, Minn., on June 21, 22 and 23. 

“T believe the next exhibition of the National As- 
sociation,’’ said Mr. Lang a few days ago, “ought to 
be held on one of the steel piers at Atlantic City and 
not in the basement of a hotel there, as it was on a 
former occasion. Such an exhibition would be good 
both for the master plumbers and the manufacturers.” 

The exhibition, he feels, should be open for an en- 
tire week, while the convention itself could be length- 
ened with the delegates making the trip to the sea- 
shore resort serve as a vacation. Such a pretentious 
exhibition would, in Mr. Lang’s judgment, do much 
to elevate the plumbing business. 

Manufacturers’ representatives would wear evening 
clothes, just as Mr. Lang has requested them to do 
at the Minneapolis exhibition this year, as a means 
of increasing public respect and appreciation of the 
| plumbing business. 

} In Mr. Lang’s opinion, the suggestion to go to At- 
lantic City in 1928, should be studied in advance of 
the Minneapolis convention, both by master plumbers 
and manufacturers. Since the exhibition’s success 





| W. J. Lang Suggests Huge Week's Exhibition in Atlantic 
| City in 1928 


depends upon the manufacturers and it is held pri- 
marily for their benefit, these manufacturers should 
now write to Mr. Lang, he stated, so that he can bring 
to the attention of the officers of the National Asso- 
ciation the exhibitors’ opinion regarding the selection 
of Atlantic City. 

If favorable responses are received, prompt steps 
would be taken to secure an option on a suitable pier 
at Atlantic City so that if the Minneapolis convention 
voted in favor of the New Jersey seaport, the neces- 
sary arrangements could be made for a huge exhibi- 
tion there in 1928—the largest and most pretentious 
ever held by the National Association. 

In his opinion, the exhibition held in connection 
with the national convention has become a large com- 
mercial proposition and its value would be still further 
increased by taking advantage of Atlantic City’s abil- 
ity to draw a large attendance, both of master plumb- 
ers and the general public. The size of the pier would 
permit displays to be made by manufacturers of oil 
burners, refrigerating machines, laundry equipment, 
and by others who have never previously taken ad- 
vantage of the master plumbers’ big national gath- 
ering. 

Mr. Lang feels that the permanent displays now 
maintained by several manufacturers of plumbing and 
heating equipment at Atlantic City, to cater to the 
public, show the value of that city for an exhibition 
as the buying power of the master plumbers would 
be there, in addition to the general public. 


















NEW YORK SALES OFFICES TO MOVE TO NEW 
GRAYBAR BUILDING 
Several associated concerns, manufacturing plumbing 
and heating commodities, are moving their New York City 
a sales offices to the twelfth floor of the newly completed 
Graybar building, 420 Lexington avenue, which is cen- 
\* trally located adjoining the Grand Central station. The 
concerns which have taken space in the building are the 
Central Foundry Co., Central Radiator Co., Molby Boiler 
Co., Inc., Essex Foundry, Central Iron and Coal Company 
and The Universal Pipe and Radiator Company. The com- 
panies expect to be in their new quarters about May 1 if 
no untoward delay is encountered. 





Sales conference 





of the Dayton Pump & Manufacturing Company, at Dayton, Ohio, April 1 and 2 


DAYTON PUMP & MFG. CO. HOLDS SALES 
CONFERENCE 
The Dayton Pump & Manufacturing Co., Dayton, Ohio, 
held a distributors’ conference in that city, April 1 and 2, 
at which time a new water softener being made by the 
company was explained to the dealers. Distributors from 
the central states were in attendance. The conference was 
in charge of K. E. Phares, sales manager of the company. 





The Paine Company of Chicago, Illinois, announces the 
removal of its New York City offices to 79 Barclay street, 
where an increased amount of space will facilitate service 
to customers. 
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PLUMBSTEAM CLUB OF PHILADELPHIA HOLDS 
REGULAR MEETING 

A. V. Gemmill, advertising manager and secretary of 
the Speakman Company, Wilmington, Del., was the feature 
speaker of the evening at the regular monthly meeting of 
the Plumbsteam Club held at the Elks Club in Phila- 
delphia, Friday evening, April 8. The Club also had the 
opportunity of hearing William Webber, secretary of the 
National Association of Plumbing and Heating Salesmen, 
and secretary of the New York chapter of Plumbing and 
Heating Salesmen, who came over for the meeting to tell 
the members of the plans and arrangements that have 
been made for the forthcoming national convention to 
be held in Newark, New Jersey, May 26, 27, 28. 

Mr. Gemmill’s address on salesmanship was enthusias- 
tically received by the members as the speaker brought 
out many interesting high lights on the subject from the 
viewpoint of a man on the inside. He gave some of the 
qualifications necessary for a good salesman and went on 
to say he sympathized with the salesmen, realizing just 
what resistance they were up against. Mr. Gemmill went 
into the subject of the many failures of salesmen and 
felt that a large percentage of these failures were due 
to mismanagement and inadequate direction at the home 
office. A salesman must have the mental qualifications 
along with good common sense and a general conception 
of what is a salesman’s duty to be successful. He must 
also have a thorough knowledge of the product or line he 
is selling backing this up with plenty of enthusiasm, The 
speaker then illustrated his point on keeping abreast of 
the time and the changes in the various industries by 
citing the flour industry. Not so many years ago the manu- 
facturers of baking flour advertised all over bill boards, 
magazines, etc., but today one hardly ever sees one of 
their advertisements because the women have found that 
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it is not economical to bake bread today. Consequently 
the sale of flour has narrowed down to the large chain 
bakeries who buy on analysis and price. The plumbing 
and heating field is not one of many fads and fancies but 
we are developing this for greater sales possibilities. He 
told of the colored enamel ware, toilet seats, and shower 
curtains which have recently entered into this angle. 

Mr. Gemmill then spoke on the development of chro- 
mium finish on brass goods which is a new venture in the 
plumbing field. He gave the members some new ideas on 
the selling of this new feature. All of these new develop- 
ments in the plumbing and heating field, the speaker con- 
cluded will tend to create new selling ideas which are 
essential to the industry. 

Mr. Webber, after outlining the program for the three 
day convention, gave a very inspiring address on the 
start of the salesmen’s association and his talk was very 
enlightening as to its aims and purposes. He urged all 
of the members to try to be present at the national con- 
vention and said that some good times are promised as 
well as talks by many prominent men in the industry. 

The regular business meeting was held immediately 
after the dinner and entertainment, with President Wil- 
lets in the chair. After the committee reports, President 
Willets appointed the nominating committee for the elec- 
tion of officers at the May meeting, as follows: L. Augus- 
tine, C. A. Wagner and A. G. Anderson. An auditing com- 
mittee was appointed to go over the books. It was com- 
posed of W. H. Mitchell, P. Loesch and H. S. Minnick. 
Delegates to the national convention in Newark were ap- 
pointed, as follows: C. W. Cope, Harry Walthes, H. J. 
Carr and W. Brewton. Two new members were accepted at 
this meeting, William H. Kratz of Speakman Company, 
Wilmington, Del., and R. Berry United Pipe & Supply 
Co., Norristown, Pa. 


PROFITABLE 
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and » 
commands a price. 


_ Silent Inaudio 
CAMDEN POTTERY CO. CAMDER.N.J. 
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Send for w Catalog 


PIPE-THREADING The latest Oster 
IMPROVEMENTS catalog describes 
and illustrates the remarkable series of 
improvements and economies in pipe- 
threading achieved in the past 3 years by 
Oster engineers. You owe it to yourself 
to read it. Your copy free by return mail. 


OSTER 222 


2077 E. lst Place 
Cleveland, Ohio 


RADIATOR HANGER 


These safer hangers are adapted to ANY 
type of wall construction—concrete, 
brick, hollow tile, gypsom block, or frame. 

y one anchor bolt per hanger. Ad- 
justable both laterally and vertically. 


HEALY-RUFF COMPANY 
770 Hampden Ave., St. Paul, Minn. 


Style R 


UNCONDITIONALLY GUARANTEED 
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PNEUMATIC—STORAGE— SPECIAL 
Black or Galvanized 


The Novelty Steam Boiler Works Company 


Clare and Kloman Sts. Baltimore, Md. 


Our 
Calaloo 








Oil Burner Controls 





Send for our new Bulletin 110 


It shows a complete line of oil burner con- 
trols and safety devices including the new 


‘Series 77”’ Oil Burner Safety Control System 


<ON TACE 


ABSOLUTE CON- ees — CORPORATION 


ELKHART INDIANA 
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BIG GOLF TOURNAMENT SCHEDULED FOR NATIONAL 
PIPE MEETING 


As announced before in these columns, the Central 
Trades Golf Association of Pittsburgh is planning a big 
golf tournament for the coming National Pipe and Supplies 
Association’s annual convention, to be held in Pittsburgh 
starting May 10. It has issued invitations to all trade 
golf associations to send their members to Pittsburgh pre- 
pared to play. Final arrangements are now announced. 

The plan is to play on May 9, the day before the meet- 
ings begin. The Pittsburgh Field Club, noted as one of 
the finest courses in western Pennsylvania, has been se- 
cured. The tournament will be an all-day affair, for which 
a charge of $10.00 per player will be made, covering 
greens fee, lunch, dinner, entertainment and transporta- 
tion. There will be no extra charges for anything. 

The Central Trades Golf Association has made arrange- 
ments at the William Penn Hotel, in Pittsburgh, the head- 
quarters of the meeting, for players to register at a 
special desk in the lobby. Those who want to play are 


| asked to register at this desk as soon as they secure their 


rooms, and transportation to the club house will be pro- 
vided from nine o’clock until noon. A great many prizes 
have been put up by manufacturers in the Pittsburgh dis- 
trict, and everything points to a big day. Secretaries of 
the various golf associations are asked to notify R. Payne 
Wettstein, secretary of the Central Trades Golf Associa- 
tion, 604 Chamber of Commerce Bldg., Pittsburgh, how 


many of their members expect to play. 





E. T. G. A. ELECTS OFFICERS 

Following a luncheon at the Hotel Astor, New York 
City, on April 13, which was attended by about 35 mem- 
bers of the Eastern Trade Golf Association, plans were 
tentatively laid to hold five tournaments during the year, 
the first of which will probably be held in the third week 
of May at the Westchester Hills Country Club. Other 
courses mentioned as probabilities were Laurelton, Engi- 
neers, Lenox Hills, White Beach and Garden City. Nu- 
merous pledges for prize donations were made by mem- 


bers present. 

W. W. Hubbard, J. Barnum and W. G. Le Compte, ap- 
pointed as a nominating committee, returned the names 
of T. J. O’Donnell for president, T. M. Kellogg for vice 
president, and R. G. Bookhout again to serve as secretary- 
treasurer for the ensuing year. The selected board of gov- 
ernors was comprised of H. N. Booth, R. H. Carpenter, 
H. O. Dill, Conway Kiewitz and S. H. Sweeney. The rec- 
ommendations of the committee being acted upon favor- 
ably by the members, these candidates were elected to 
serve during the year. 

The secretary’s and treasurer’s reports prepared sep- 
arately and read by R. G. Bookhout, disclosed that since 
the last annual meeting death has claimed three mem- 
bers: John Cooney, L. H. Quackenboss and G. W. Yepson. 
The roster of the association, according to the report, con- 
sists of 138 active and 12 honorary members. Incorpo- 
rated in the report of the treasurer were the facts that at 
the outset of last year the treasury boasted $478.28, that 
84 prizes were distributed during the season; the receipts 
were $2,777.55, disbursements $2,908.16 and a balance of 
$347.67 remains on hand to start this year. 

Mr. Bookhout also read a letter of condolence he for- 
warded to the widow of Mr. Quackenboss for the associa- 
tion, which was acknowledged. 

President H. J. Reeves, in an impromptu report, thanked 
all the committee men who served in his regime for theif 
efforts in making the year a memorable one. 

Captain J. B. Garfield, in delivering his report, which 
was tinged with humor, recounted the meets held during 
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the year and remarked fittingly on those members who 
helped with the season’s arrangements. 

R. Payne Wettstein, secretary-treasurer of the Central 
Trades Golf Association, had forwarded an invitation to 
the Eastern association, which was also read by Mr. Book- 
hout, to participate in a tournament which has been 
planned for Monday, May 9, in connection with the annual 
meeting of the National Pipe and Supplies Association at 
Pittsburgh, Pa. One of the finest golf courses in the vi- 
cinity of Pittsburgh has been procured, and members plan- 
ning to go down were urged to get in touch with the sec- 
retary. A vote of thanks, suggested by Mr. LeCompte, was 
tendered the retiring officers just prior to the adjournment. 





D. V. T. G. A. HOLDS ANNUAL DINNER 


An encouraging number of golf enthusiasts turned out 
for the annual dinner and business meeting of the Dela- 
ware Valley Trade Golf Association held at the Hotel 
Stephen Girard, Philadelphia, April 8. 

Charles E. McPhail, of Baltimore, Md., was chosen to 
head the destinies of the association for the next year, and 
J. D. Johnson, Jr., was elected first vice president. C. P. 
Hackett was elected second vice president. H. J. Klein- 
man was re-elected secretary-treasurer. W. P. Kerr, P. J. 
Faherty, John Bitzer, A. A. Tomlinson and C. L. Weber 
were elcted to the board of governors. Fred Allen was 
re-elected captain, and Robert G. Savill was elected as- 
sistant captain, 

The schedule of meets for the season was decided upon 
as follows: May 25, Columbia Country Club, Washington, 
D. C.; June 17, Pine Valley Country Club, Clementon, 
N. J.; July, Trenton Country Club, Trenton, N. J.; Sep- 
tember, Lu Lu Country Club, Philadelphia, Pa.; October, 
Whitemore Valley Country Ciub, Philadelphia, Pa.; No- 
vember, Linwood Country Club, Atlantic City, N. J. Sec- 
retary Kleinman will arrange and announce the dates of 
the last four meets at a later date. 

During the business session immediately following the 
dinner and election of officers, considerable discussion was 
in order on the lack of interest in the association on the 
part of some of the members. Suggestions, for improving 
the attendance at the meets were made, and many good 
ideas were brought out. A good attendance is looked for 
at the first meet in Washington. 





PITTSBURGH CHAPTER A. S. H. V. E. HOLDS APRIL 
MEETING 


The Pittsburgh Chapter of the American Society of 
Heating and Ventilating Engineers held its monthly meet- 
ing on Monday, April 11, at the downtown Y. M. C. A. in 
that city. The meeting was something of an experiment 
because it is the first time that they have ever met in the 
downtown district, and the chapter is trying to find the 
location most convenient to all of its members. The round 
table type of meeting was tried, and found to be successful. 

J. M. Robb of the Herman Nelson Corp. in Moline, III., 
was the speaker of the occasion, and his subject was “The 
Unit Heater.’”’ The May meeting of the chapter is to be 
held May 2, but the place has not yet been selected. The 
Speaker at that time will be J. J. Nesbit, who will tell 


about unit ventilation. 
PACIFIC COAST MANAGERS HOLD MEETING 

A meeting of the Pacific Coast managers of the Standard 
Sanitary Manufacturing Co. took place Friday, April 8, at 
the Richmond plant office. Among those in attendance 
were: R. H. Roemer of Los Angeles, J. J. Hall of Seattle 
and B. F. Blair of San Francisco. J. W. Oliver, first vice 
President of the company, was also present at this meet- 
ing leaving for the East the same evening. 
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For simplicity, service 
and ease of installation — 


SIMPLEX Safety Waste Drains 


Test them. A test cap is shipped with all drains when 
specified. 


The adjustable strainer head on all SIMPLEX Urinal and 
Shower Drains permits adjustment by 1-32-inch to %-inch 
after the floor is finished. Locked aloes adjustment. 


Double Drainage slots are protected with paraffin which is 
easily removed with a sharp instrument when the job is 
completed. 


Blank Strainer Plate shipped with all types of SIMPLEX 
Drains. The blank plate is removed after the cement has 
been poured. 


BLAKE SPECIALTY CO. 
ROCK ISLAND :: _ ILLINOIS 


Canadian Service: All Crane Co. Branches 





Meet us in booth 15, section A—National Association Master Plumbers Forty- 
fifth Annual Convention, Minneapolis, Minn. June 2ist to 23rd. We will have 
a remembrance souvenir for you at booth 15. Be sure and call. 


Write 
for 
Catalog 
bias) hi 











No. 15—Sizes 14” to 4’ 


SPECIALTIES 


CALNAABRRELERE REEREEEREREE BARE EBB RRee 
ALABAABBASRRBELEREEBBESESEEEEER EBS Beta 
AWLARBAALBRLVSBBEREBE SEES EBSEEEEES EERSTE 
CRAAARRRLRERLLREREBEBR EERE EERE BEES See assses 


RARBAALAAFALRLERLERREBERERELELERE BERT es 


DONNELLY 


PRESSURE RELIEF VALVES 


The outside spring on the 
Donnelly Pressure Relief 
Valve does away with the 
possibility of spring corro- 
sion, with the subsequent 
loss of tension and adjust- 
ment. 

This Donnelly Valve is de- 
signed especially for base- 
ment system tanks, range 
boilers, storage heaters and 
closed plumbing systems. 

It operates automatically 
when pressure becomes too 
great. It is easily and 
speedily adjusted to any re- 
quired pressure. Your job- 
ker will be glad to sell you. 


DONNELLY MFG. CO. 
29 Mills St., MALDEN, MASS. 


(ILILIZILALLILLZ LALLA 
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Photograph of bowling banquet of the A. Harvey's 


PLUMBING AND HEATING MANUFACTURERS EX- 
HIBIT AT CHICAGO OWN-YOUR-HOME SHOW 

Following the annual custom, for the purpose of inter- 
esting the public in owning its own homes rather than 
renting, the annual Chicago Own-Your-Home Exposition 
was held at the Coliseum in that city, April 2 to 9. The 
exposition was held under the auspices of the Chicago Real 
Estate Board. 





Sons Mfg. Co., Detroit, Mich., held recently in that city 


A number of manufacturers of plumbing, heating and 
ventilating equipment had displays at the exposition, and 
they were centers of attraction for most of the visitors. 

The Berryman System of Oil Heating, Inc., Chicago, had 
a display of an oil burner in a boiler, as did also the Wil- 
liam H. Pascoe Co., Inc., also of Chicago. The C. F. 
Church Mfg. Co., Holyoke, Mass., had a neat display of 
black and white toilet seats. Water softeners were exhib- 


ited by the Refinite Co., Omaha, Nebr., and the Federal 
Water Softener Co., Chicago. 

Kohler Co., Kohler, Wis., showed its new electric sink 
under operating conditions and attracted a large crowd of 
interested prospects. At one side of the booth was a dis- 
play of bathroom fixtures. Gas water heaters were shown 
by the Cleveland Heater Co., Cleveland, Ohio, and the 


PROFITABLE! 


THE CLIMAX CELLAR DRAINER 
will prove profitable for you and insur- 


ance against flood damage for your 
customers. 


Attractive exhibits of building materials, mechanical 
equipment, furniture, and many other conveniences of the 
modern home were on display, many of them being called 
to the public’s attention for the first time. Lectures were 
held daily, pointing out advantages of owning homes and 
showing home improved mechanical equipment aids in 
running the home. 


% 





o 









It will remove the water quickly, thor- 
oughly and positively. For home, store, 
office or industrial building. 


Write for the CLIMAX CELLAR 


DRAINER proposition today — you'll 
find it more than interesting. 














Climax Cellar Drainer 









Pacific Coast Agents: 


WM. P. HORN CO. 
Rialto Building 

San Francisco, Calif. 
509 Wilcox Building 
Los Angeles, Calif. 

L. C. Smith Building 
Seattle, Wash. 


THE C. M. KEM? mre. Co. 


MANUFACTURERS OF 





PLUMBERS’ SPECIALTIES: 





405-415 € OLIVER ST 


BALTIMORE, Mb.US.A. 
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Lovekin Water Heater Co., maintained a similar ex- 
hibit. 

The Ballard Oil Equipment Co., Inc., New York City, 
the Franklin Oil Burner Sales Co. of Illinois and the 
Aladdin Oil Burner Corp., Chicago, all showed oil burners, 
the two former ones under fire. The new acid-proof enam- 
eled ware was shown by the Standard Sanitary Mfg. Co., 
Pittsburgh, Pa., along with a complete bathroom display. 

The Chicago Department of Health had a booth for the 
purpose of showing the future home builder how the sani- 
tary conditions of his home should be maintained. A gas 
water heater was set up to show the necessity of a proper 
flue. Several sections of soil and vent stacks were dis- 
played to show connections approved by the department. 

The Morton Mfg. Co., Chicago, had a beautiful display of 
bathroom cabinets, in colors. In the same booth, the 
J. W. Johnson Co., Chicago, showed a line of shower cur- 
tains. A large assortment of faucets was on exhibition in 
the booth of the Chicago Faucet Co., Chicago, and a sign 
told all master plumbers to make that booth their head- 
quarters. An electric dishwashing sink and plain dish- 
washers were shown by the Walker Dishwasher Corp., 
Syracuse, N. Y. 

An oil burner under fire, with a mirror beneath to show 
operation, was the feature of the display of the Silent Au- 
tomatic Corp., Detroit. The Sundstrand Engineering Co., 
Rockford, Ill., also had a burner on display. Medicine 
cabinets were shown by the Frank S. Betz Co., Hammond, 
Ind. The American Blower Co., Detroit, Mich., had a dis- 
play of home ventilating fans. 

Crane Co., Chicago, showed water softeners and water 
heaters. The EverHot Heater Co., Detroit, Mich., had a 
lavatory under pressure connected to one of its water 
heaters. Boilers, radiators and water heaters were shown 
by the American Radiator Co., Buffalo, N. Y., and the 
C. A. Dunham Co., Chicago, showed heating specialties. 
The Minneapolis Heat Regulator Co., Minneapolis, Minn., 
had an interesting display of regulators. One side of the 
booth was fixed up to represent a room, with a regulator 
on the wall, while another side was featured by a large 
cardboard cutout of a regulator. 





RICHMOND RADIATOR COMPANY DECLARES 
DIVIDEND 


Directors of the Richmond Radiator Co., New York 
City, recently placed the new preferred stock of the com- 
pany on a $3.50 yearly dividend basis by the declaration 
of a quarterly dividend of 87% cents, payable April 15 
to stock of record March 31. A dividend of $1.09 1-3 
was also declared on the old preferred, which includes 
adjustments on the new preferred. Stockholders have 
voted to exchange the present preferred on the basis of 
one and a quarter shares of new 7 per cent cumulative 
convertible preferred, par $50, with one-tenth of a share 
of common, for each old preferred share held. 





RESIGNS FROM CANADIAN FIRM 


A. L’Ecuyer has resigned from the firm of L’Ecuyer, 
Smith & Elston, Limited, of Timmons, Ont., Canada, ac- 
cording to an announcement by the concern and R. J. 
Smith and Ralph Elston, the other two members, will carry 
on the business under the firm name of Smith & Elston, 


Limited. 





LEATHER WASHER MANUFACTURERS MERGE 

Announcement is made of the merger of the Rockford 
Leather Washer Co. and the Excelsior Leather Washer 
Manufacturing Co., both of Rockford, Ill. The new con- 
cern will be known as the Excelsior Leather Washer Man- 


ufacturing Co. 
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P.B.F. Fittings 


are the 


Red 


Fitting 
Line 
and are made by the 


most reliable and modern 


manufacturing processes 


PHOENIX BRASS FOUNDRY 
IRVINGTON, N. J. 





No. 846 Duplex Water Feeder 


The Duplex Water Feeder 


The McAlear No. 846 Duplex Water Feeder with 
Low Water Electric Cut-out Switch, shown here, 
is especially designed for use in connection with 
low pressure oil burning installations. In addition 
to performing its duty as a boiler feeder, it breaks 
the electric circuit operating the oil burner pump, 
should the water level in the boiler reach the 
danger point. 


If you do not have acatalogue 
of McAlear complete line of 
specialties, send for one today 





cuicaco WEIS ALEAR 7AFG-CD}-w.inois 
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PAINE TOGGLE BOLTS 


**fhe Most Practical Toggie’’ 





The Toggle with the “Spring Wings” 
Save Their Cost in Time and Patience 
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ANY STYLE HEAD—ANY LENGTH BOLT—STEEL OR BRASS 
NICKEL PLATED OR GALVANIZED 
SIMPLEST AND QUICKEST 


Samples on request — No Charge 








































THE PAINE COMPANY 
2951 Carroll Ave. $8 Chicago, Illinois 










































Carried (915 Bryant Street, San Francisco, California 














Stocks 79 Barclay Street, New York City, New York } 




















Pneumatic Water Supply Systems 

Tankless Water Supply Systems 
24-Hour Delivery, 

Any Capacity— Any Head * 


PUMP COMPANY. . 


| “SEWAGE-CONDENSATION-CIRCULATING 
‘i BILGE+FIRE~ HOUSE- VACUUM i 


CHICAGQ, ILL. 
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Personal Mention 


Theodore Ahrens, president of the Standard Sanitary 
Mfg. Co., Pittsburgh, Pa., arrived on the White Star liner 
Olympic, April 12, from a trip around the world which 
occupied about two months. Mr. Ahrens remained in New 

| York a few days before returning to his home. 


W. T. Leonard, formerly vice president and general 
sales manager of the Handon Boiler Corporation, New 
York City, resigned from that concern, effective April 15, 
he announces. Mr. Leonard joined The Columbia Radia- 
tor Company, McKeesport, Pa., on that date, in the capac- 
ity of eastern sales manager. He will establish his head- 
quarters at the company’s main office. 


Harry Gale Nye, president of the Nye Tool & Machine 
Works, Chicago, has just returned to his office after a 
business trip to New York City, where he called upon the 
| trade in company with Harry Olsen, his concern’s eastern 
| representative. 
M. S. Little, president of the M. S. Little Mfg. Co., Hart- 
ford, Conn., has just returned to his office after an ex- 


tended trip through the South, combining business with 
pleasure. M. R. Koerner, secretary and factory manager 
for the same concern, called on the wholesale trade in 
Philadelphia last week in company with J. W. Worthing- 
ton, the company’s representative for that territory. 


Henry A. Clark, who has been representing the Pierce, 

| Butler & Pierce Mfg. Corp. in the Maine territory for the 
past few years, has recently been given the New Hamp- 
shire and Vermont territories as well. During the war, 
Mr. Clark was heating engineer for the Winchester Re- 
peating Arms Co., New Haven, Conn., after which he be- 
came road foreman for the Almirall Co., Inc., New York 
| City. He then went into the heating business for himself 

in Waterville, Me., just before taking over the position 
with the Pierce, Butler & Pierce Mfg. Corp. 


EK. D. Pearson has recently 
| been made manager of the 
new branch of the Ruud Mfg. 
| Co., at New Orleans, La. Mr. 
| Pearson was born in Attica, 
N. Y., in 1881 and was edu- 
cated in Buffalo. He fought 
sin the Spanish American War 
and also took part in the 
Boxer rebellion. Mr. Pearson 
| served as a plumber’s appren- 
| tice in New York City and as 
| a journeyman at the U.S. Mil- 
itary Academy at West Point. 
James J. Leslie of New 
York City, well known to the 
| plumbing and heating trades 
| in that territory, has joined EK. D. Pearson 
| the sales force of the M. S. 
| Little Mfg. Co., Hartford, Conn. Mr. Leslie has been ap- 
pointed special representative of the company’s heater de- 

partment, being associated with J. L. Stulsaft, at 501 
Fifth avenue, New York City. 

A. J. Barbieri, warehouse manager for the Standard 
Sanitary Manufacturing Co. at San Francisco, has termi- 
nated his connection with that company, effective May 1. 
He has not yet announced his plans for the future. 





| 


H. T. Olsen, for fifteen years associated with the Rife 
Engine Co., New York City, recently as secretary and man- 
ager, has resigned from that concern and has gone into 
business for himself, with offices at 15 Park Row, New 
York City. Mr. Olsen expects to affiliate himself with 
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sole selling agent for the Rife Hydraulic Ram & Pump 
Works, Waynesboro, Va. He announces that he will 


manufacturers of similar lines, and has been appointed | 
| 
| 
handle both foreign and domestic business. 


“They Keep a-Running’’ 





Joseph Kaltz of the A. Har- 
vey’s Sons Mfg. Co., Detroit, 
Mich., has issued a horse-shoe 
pitching challenge to anyone 
in the plumbing and heating 
industry in Michigan, accord- 
ing to an announcement from 
Howard J. Harvey, advertising 
manager of the company. The 
challenge is issued for both 
singles and doubles. In the 
latter he is paired with M. 
Cawley of the same company. | 


Harry Olsen, who has been 
in charge of the New York Li 
and Middle Atlantic States for ig 
the Nye Tool & Machine 
Works, Chicago, has also been 


given jurisdiction over the New England territory for that 
company. Mr. Olsen will continue to maintain offices in 
New York City. 


Joseph E. Hodgkins has been appointed manager, and 
Anthony D. Weber assistant manager of the New England 
branch of Jenkins Bros., with headquarters at 524 Atlantic 
avenue, Boston, Mass. John D. Stiles, New England branch 


manager for almost forty years, is passing from the active 
to the retired list. Mr. Stiles retains his interest in the 


company and will continue to serve on the board of direc- 
tors. 





Joseph Kaltz 


Leon B. Hampton, manager of the Salt Lake City branch 
of Crane Co. and president of the local Rotary Club, rep- 


resented that body at the convention of the Fifth District 
of the Rotary organization. 


Fred S. Wilsey, Plymouth building, Minneapolis, Minn., 
has been appointed to represent the Sherwood Brass 
Works, of Detroit, Mich. Mr. Wilsey will cover Minne- 
sota, Iowa and part of Wisconsin. 

William Conlin, formerly with the Niagara Boiler & 


Radiator Co., has joined the sales force of the Thatcher 
Co., Newark, N. J. 
County, New York, for the latter company. 

A. R. Amos has been appointed Philadelphia represen- 
tative for the Yeomans Brothers Company, of Chicago, 
with headquarters at 1014 Harrison building, and C. L. 
Knehr has been named Des Moines, Iowa, representative 
With offices at 521 Hubbell building. 


Thos, B. Mixter has been appointed to succeed George 
MacMahon as show-room manager for Standard Sanitary 
Manufacturing Co., San Francisco, with headquarters at 
349 Sutter street. 

H. M. Algeo, for a number of years with American 
Pin Co., out of the Chicago office, has recently associated 
himself with Wolff Manufacturing Corporation, Chicago, 
a a factory sales representative. Mr. Algeo is well 
known to wholesalers throughout the Chicago district 
and assumes his new duties at Wolff after an extended 
Sojourn in Florida. 





G. H. Haack Called by Death 
G. H. Haack, manager of the Cleveland, Ohio, warehouse 
of the Somerville Iron Works, died in that city April 7 
from acute blood poisoning, in his 26th year. Mr. Haack 
Came to this country from Holland four years ago and has 
been with the Somerville Iron Works ever since. 





Mr. Conlin is now covering Bronx 
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Century 12-in., 3-speed Portable Oscillating 
Fan for A. C. and D. C. 


Simply Controlled 
and Easy to Handle 


Simple control, easy handling and “Keep a-Running”’ 
ability are responsible for the widespread popularity of 
Century 12-in., 3-speed Oscillators. 


Oscillating motion controlled by readily ac- 
cessible lever. 


Direction of breeze easily changed without 
stopping or lifting the fan. 


Are of oscillation is automatically readjusted 
should the fan oscillate into a stationary 
object. 


3-speed switch provides desirable adjust- 
ment of breeze. 


Lightest weight consistent with durability— 
12-in. fans weigh only 14 pounds. 


oP Wh = 


6 Fan may be easily tilted to any desired angle. 


The Century fan line includes: 


Stationary 9-inch Portable, 1-speed switch in base, for A. C. 
Oscillating 9-inch Portable, 1-speed switch in base, for A. C. 
Oscillating 9, 12 and 16 inch, 3-speed Portable, for A. C. and D. C. 
Ceiling 58-inch sweep, 3-speed for A. C. and D. C. 


Ventilating 16-inch, 3-speed, for A. C. and D. C. 


Century Electric Company 
1806 Pine St. = ss St. Louis, Mo. 


32 Stock Points in the United States 
and More Than 50 Outside Thereof 








Portable 























Ceiling 
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QUALITY 
Sor PIPE and FITTINGS 


Sanitary Co. of America 
LINFIELD, PA. 








Protection 
and 


Convenience 


PROTECTION because cracked sections and burned 
boilers are next to impossible with a McDonnell & 
Miller Duplex Water Feeder. 
CONVENIENCE because you can forget the water- 
line—manual control is eliminated. 
That’s why McDonnell& Miller Duplex Water Feeders 
are so popular with heating contractors. 

Ask for Bulletin D 5. 


v MSDONNELL & MILLER gz) 
WRIGLEY BUILDING, CHICAGO 
Eastern Warehouse Stock, Bush Terminal, N. Y, 


—s= ESTABROOK 


CATCH BASIN 





















formance in draining outside areas, 


yards, etc. This, like other Esta- 
brook products, has no equal any- | 1 | 
where. Sturdy and durable. 

| Write for catalog of the complete line. 





| R. ESTABROOK’S SONS 


| 2 204 Peet St. So. Boston, Mass. 




















URKs 


suUPER-TURBINE 


PUMPS 


‘Only one moving part’ 
~m A LIFE-TIME OF SERVICE/ = 
Dealers: Send for No. 83 Bulletin! 
DECATUR PoleNEP COMPANY 


632E. Cerro Gerdoe $t., Decatur. Hl. 































April 20, 1907 
The Master Plumbers’ Association of Pennsylvania 


held its thirteenth annual convention in Harrisburg, on 
Tuesday, April 16. C. W. Fisher, of Harrisburg, was re- 
elected president for the ensuing year. 
1907 
The Eljer Company, of Newark, N. J., has acquired a 
manufacturing plant in Cameron, W. Va. 
1907 
Arnold Behrer & Sons, of New York City, have moved 
their business into larger and more commodious quarters 
in the adjoining building, 275 Pearl street. 
1907 
The Gurney Heater Mfg. Co., of Boston, Mass., has 
moved its New York branch from 111 Fifth avenue to 12 
East Forty-second street. 








1907 
The executive committee of the New York State As- 
sociation of Master Plumbers met at the Rockwell House, 
Glens Falls, N. Y., on Wednesday and Thursday, April 17 
and 18. President B. J. O’Donnell, of Syracuse, presided. 
1907 
The Chicago Master Plumbers’ Association gave its 
members a most enjoyable “stag party and smoker’ at 
its large hallin the Schiller Theater building, on Saturday 
evening, April13. There wasa large attendance, about 270 
members being present. William J. Lang was chairman 
of the entertainment committee. 
1907 
The plumbing code, of Cleveland, Ohio, as compiled by 











| Code Commissioner John Eisemann, was last week 


unanimously approved by the council committees and 
board of health, and went to the council on April 15 for 


| final passage. 


New Trade Literature 


“Vitreous China in the Modern Bathroom” 

A sixteen-page booklet has just been published by the 
Manufacturers’ Advisory Committee on Vitreous China 
Plumbing Fixtures, entitled, ‘‘Vitreous China in the Mod- 
ern Bathroom.’’ The booklet is 4 by 6 inches in size, and 
the front cover is unusually attractive, being a four-color 


| scheme job. It is written in an interesting style and many 


drawings are included to illustrate the various steps in the 
|; manufacture of vitreous china ware. It is pointed out in 


the booklet that the cost of installing an additional bath- 
room depends largely upon the amount one wishes to 


| spend. The necessity of installing the best obtainable fix- 


tures is stressed, and the advantages of vitreous china are 
explained, such as: No effects from ordinary acids; easy 
to clean; will not chip or crack; will withstand alternating 
streams of very hot and very cold water. It is brought out, 
however, that the same service will be secured regardless 
of whether the tile work and other decorations are highly 


| ornate or otherwise, and that such an installation is aD 


investment as it pays daily dividends of comfort, conve 
nience and health. 
The grading of every fixture to a government standard 
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of “regular selection’’ and ‘‘culls,’”’ and the protection this 
provides the homebuilder and owner, is also emphasized. 

Additional copies for distribution will be furnished free 
of charge to master plumbers by writing Frederic W. Dona- 
hoe, 2201 Oliver building, Pittsburgh, Pa. 

Norman Boosey Mfg. Co.’s Catalog 

Catalog No. 27, “Iron and Brass Drainage Specialties,”’ 
just issued by Norman Boosey Manufacturing Co., of De- 
troit, Mich., consists of seventy-nine pages, with many 
illustrations. The company’s system of sanitary drainage 
control, for preventing the flooding of basements with 
sewage or storm water, is described in detail. Back pres- 
sure floor drains, twin drainage valves, hydraulic water 
lifts, shower traps, floor drains, garage sumps, grease 
traps, etc., are some of the specialties shown. 

Babbitt Metal Data 

Hoyt Metal Co., of St. Louis, Mo., is distributing a 
pamphlet giving data resulting from tests carried on in 
the company’s laboratories. Some of the subjects treated 
are: Selection of babbitt metal, considerations in the de- 
signing of babbitt bearings, preparations for casting the 
babbitt, casting the bearing, and fitting the bearing. A 
short history of the company and pictures of two of its 
plants are also given. 

Kewanee Boiler Co.’s Broadside 

“Keeping the Heart of Dixie Warm’”’ is the title of a 
broadside sent out by the Kewanee Boiler Co., of Kewanee, 
Ill. The broadside is profusely illustrated with pictures of 
large buildings in Atlanta, Ga., as well as in various cities 
of Mississippi, Texas, Florida, North Carolina and other 
southern states, in which the company’s boilers are in- 
stalled. 

The Merrill Co.’s Folder 


In a recently issued folder, The Merrill Co., of Boston, 
Mass., points out the various features of its radiator. A 
diagram, several illustrations of the radiator and the sup- 
ply and return valves, are included. Several other illus- 
trations show buildings in which the company’s radiators 
are installed. 

Catalog ot Evins F. Glore & Son, Inc. 

Evins F. Glore & Son, Inc., Grand Central Terminal 
Building, New York City, has recently brought out three 
pieces of literature on the company’s boilers and heavy 
duty tank heaters. One is a convenient catalog, with a 
cover printed in red and white on a black background. 
This contains photographs of the plants where the products 
are made, photographs of the boilers and tank heaters, 
rating tables, and the like, including a comprehensive 
statement of how the company’s net boiler ratings are 
computed. Another, a folder on the same products, is 
printed in black and red on white, and is designed as an 
envelop stuffer and as a quick guide to details on the 
products and their ratings. The third is a small folder, 
for use as an envelop stuffer, on the tank heaters. 


May Oil Burner Corporation’s Booklets 

“Adventures in Comfort” is the title of a booklet just 
issued by May Oil Burner Corporation, of Baltimore, Md. 
The booklet purports to be ‘“‘an excerpt from the private 
diary of Ted and Dot Funke telling how they found home- 
heating comfort,’’ and describes the experiences of a home- 
owner in his search for a suitable heating system for his 
home. “Taking the Quest out of the Question” is another 
booklet, with attractive illustrations, setting forth the 
features claimed for the company’s oil burner. 

Kieley & Mueller’s Booklets 

Kieley & Mueller, Inc., of New York City, is distributing 
a seventeen-page booklet listing and describing its heating 
and power plant specialties. High pressure pilot regu- 
lating valves, pressure regulators, pressure reducing 
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‘*‘CHICAGO”’ 
No. 2 
Power Pipe Thread- 
ing Machine 


For 
Production and Precis- 
ion Threading 


PORTABLE 


Capacity 4%’ to 2” Pipe 
= “to1}4” Bolt 


FEATURING; 
Quick Die Change 
Automatic Die Head 
Three Speeds 
Perfected Oil Control 


Send for Catalog. 
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CHICAGO PIPETHREAD MACHINE CO. 


Office and Factory: 1615 Racine St., RACINE, WIS. U.S. A. 


This Is [t! 


Pressed steel is what is 
used in making the 
Moore Radiator 
Hanger. They meet 
avery demand made of 
them for long and 
heavy service. 





















You’ll want to use this 
hanger on all your jobs. 
Ask your jobber about 
them or write us direct. 


CARTY & MOORE 





ENGINEERING CO., 
(INCOBPORATED) Double Bottom 
611 West Larned Street Hung Wall 
Detroit, Michigan 
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PLUMBERS’ BRASS GOODS 


Compression Boiler 


DRAIN COCKS 


| Full unobstructed 
wateiway, Briggs 
standard pipe 
threads, raised seat 
and encased seat 
washers are fea- 
tures of every 
Acme-Detroit 
product. | 
Before leaving our 
plant every prod- 
uct is tested to 300 | 
pounds hydraulic 
pressure and thor- 
oughly inspected. 
Used by leading 
plumbers through- 
out the country, 
Acme-Detroit | 
Drain Cocks stand 
symbolical of com- | 
plete satisfactionto | 
the trade and its | 








customers. 


These Acme- 
Detroit Compres- 
sion Boiler Drain 
Cocks may be furn- 
ished either male or 
female, hose or 
plain end, with 
either wheel or tee 
handle. Machine 
finished trimmings 
| and rough body, 
nickel plated all 
over. 


The Acmc-Letroit 
quality line leads to 
complete customer 
satisfaction. Write 
today for our cata- 
log giving prices 
and showing com- 
plete line. 


WHOLESALERS: 


Write for Ac 1e Detroit 
Catalogue showing the 
complete Acme line. Your 
customers will be pleased 
with Acme products and 








Michigan Smelt- 
ing and Refining 
Co. now operat- 
ing Acme Brass 
and Capitol Brass 
Works Divisions. 


>re | 











Acme prices. 
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| of a folder just 
| Newark, N. J. 
| company’s tubular furnaces, 


| years ago. 
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valves, float valves, ete., are included. A circular recently 
issued describes the low pressure return trap and air 


eliminator. 
Thatcher Company’s Folder 
“A Story of Fifty Years of Faithful Service’ is the title 
issued by the Thatcher Company, of 
It describes the installation of one of the 
in a mansion erected fifty 


Several illustrations show the furnace, and 
various parts of the furnace. 


Noew Equipment 


New Device to Save Oil 
The illustration shows a new device to save oil where 


| used as fuel in a boiler intended for coal consumption. 
| The insert shows a close-up of the fuel saver, while the 


| larger picture shows its action when in operation. 


The 


| design provides a series of cast iron plates called heat 
| deflectors, because they guide or deflect the hot gases to 


where it is claimed they will do the most good. 

The manufacturer of this oil economizer points out that 
heat produced by an oil burner can be 
transmitted to the water, which is many hundred degrees 
colder than the hot gases passing over the surface of the 
jacket containing it, only by forcing the hot gases to 
travel close to the heat absorbing surfaces instead of 
along the lines of least resistance through the center of 


' the flue passages, where only the minimum amount of 


| heat absorption can possibly be effected. This unit, there- 


| fore, 








is constructed with small pedestals, or supports, 
which cover the least possible amount of heating surface 
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Deflectors are used to 
save oil 


and are said to be of sufficient height to permit the hot 
forced to travel a downward course, to pass be- 
neath the heat deflectors. It also gradually slows up the 
velocity of the hot gases, rendering the use of damper 
control unnecessary, according to the maker. 

In actual tests, the claim is made that the device was 
found to reduce the chimney temperature as much as five 
hundred degrees. The oilsaver is made in three types, 
one for square sectional boilers, one for round boilers 
and one for steel tubular boilers. 


£ases, 
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Convention Dates 


April 26, 1927.—Quarterly conference of the Northern dis- 
trict presidents and secretaries in Master Plumbers Hall, 120 
Page street, San Francisco, Calif. 

April 27, 1927.—Meeting of the Manufacturers Advisory 
Committee on Vitreous China Plumbing Fixtures, at the 
Commerce Building in Washington, D. C. 

April 28 and 29, 1927.—Annual convention of the Georgia 
State Association of Master Plumbers, at Macon, with head- 
quarters at the Hotel Dempsey. 

May 2 and 3, 1927.—The annual convention of the Florida 
State Association of Master Plumbers at St. Petersburg. ’ 

May 2, 3 and 4, 1927.—The annual convention of the Asso- 
ciated Master Plumbers of Texas, at Ft. Worth, with head- 
quarters at Texas Hotel. 

May 9 and 10, 1927.—The annual convention of the Master 
Plumbers’ Association of Connecticut, at Bridgeport. 


May 9 and 10, 1927.—The annual convention of the North 
Carolina Association of Plumbing and Heating Contractors, 
at Asheville, N. C., with headquarters at the Battery Park 
Hotel. 

May 9, 10 and 11, 1927.—Annual convention of the Kentucky 
State Association of Master Plumbers and Sanitary Engineers, 
at Newport, Ky. 

May 10 and 11, 1927.—The annual convention of the Colo- 
rado Society of Sanitary and Heating Engineers, at the Cos- 
mopolitan Hotel, Denver, Colo. 

May 10, 11 and 12, 1927.—The annual meeting of the Na- 
tional Pipe and Supplies Association, at Pittsburgh, Pa. 

May 16 and 17, 1927.—The annual convention of the Ten- 
nessee Association of Master Plumbers, at Nashville. 

May 17, 1927.—Annual convention of the Women’s Auxiliary 
of the New Jersey State Association of Master Plumbers at the 
Elks’ Club, Newark, N. J. 

May 17 and 18, 1927.—Annual convention of the New Jerse) 
State Association of Master Plumbers at the Elks Club, 
Newark. 

May 17 and 18, 1927.—The annual convention of the Penn. 
sylvania State Association of Master Plumbers, at Harris- 
burg, Pa., with headquarters at the Penn Harris Hotel. 


May 17-20, 1927.—The eighteenth annual convention of the 
National District Heating Association at West Baden Springs, 
Ind. 

May 20 and 21, 1927.—The annual convention of the Oregon 
State Association of Master Plumbers, at Salem, Ore. 

May 23 and 24, 1927.—The annual convention of the Alabama 
State Association of Master Plumbers, at Birmingham, Ala. 

May 26, 27 and 28, 1927.—Second annual convention of the 
National Association of Plumbing and Heating Salesmen, at 
the Robert Treat Hotel, Newark, N. J. 

May 27 and 28, 1927.—Annual convention of the Association 
of Master Plumbers of the State of Washington, at the Daven- 
port Hotel, Spokane, Wash. 

June 1, 2, 3 and 4, 1927.—Thirty-eighth annual convention 
of the Heating and Piping Contractors National Association, 
at West Baden, Ind., with headquarters at the West Baden 
Springs Hotel. 

June 2, 3 and 4, 1927.—The annual convention of the Vir- 
ginia State Association of Master Plumbers, at the Hotel 
Cavalier, Virginia Beach, Va., with the Master Plumbers’ 
Association of Norfolk, Va., as host. 

June 6, 7 and 8, 1927.—Twenty-sixth annual convention of 
the State Association of Master Plumbers of California, at 
Yosemite National Park, with headquarters at Camp Curry. 

June 6 to 11, 1927.—The national convention of the Ameri- 
can Water Works Association in Chicago, with headquarters 
at the Hotel Sherman. 

June 8, 9 and 10, 1927.—The annual convention of the Utah 
State Association of Sanitary and Heating Engineers, at Salt 
Lake City, Utah. 

June 21, 22 and 23, 1927.—The forty-fifth annual convention 
of the National Association of Master Plumbers, in Minne- 
apolis, Minn., with headquarters at Hotel Radisson. 

June 21-24, 1927.—The ninth annual convention of the 
Women’s Auxiliary to the National Association of Master 
Plumbers, at Minneapolis, Minn., with headquarters at the 
Radisson Hotel. 


























June 28, 29 and 30, 1927.—The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
White Sulphur Springs, W. Va. 
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WHOLESALERS: 
Sta-Pak Valvesare 
high quality valves 
\ of the packless 
type, priced to 
bring in orders. 
No repacking is 
ever necessary. 
| Write or wire for 
details. 


COXKO> 


STEAM 
VALVE 
Illustrated below 
is cross section of 
| || a STAPAK Valve, 


showing details of 
construction. 





| STA-PAK 
| 


Once installed, the STA- 
PAK requires no further 
attention. No repacking 
is ever necessary. 


It has a very high lift; one 
turn of the mushroom 
handle opens or closes it. 


Manufactured of tested 
materials, STA-PAK 
Valves are quality products 
that will appeal to your 
customer. STA-PAK 
Valves are offered at 
attractive prices. 





Michigan Smelting 
and Refining Co. 
now operating 
Capitol Brass Works 


an 
Acme Brass Divisions 
CORD 


CAPITOL BRASS WORKS 


MANUFACTURERS OF BRASS VALVES AND BOILER TRIMMINGS 


S=DETROIT, MS 
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PATENTED 
MAY 4, 1926 


IT’S DIFFERENT! 


It’s “the LAST WORD” in SWINGING SPOUT 
LAUNDRY-TRAY FAUCETS 


\4-inch ‘Ground Joint” Brass Unions— Heavy pattern 
—special designed clamps, adjustable vertically and 
horizontally. Clamping bolts, brass. Clamps attached 
to the extended y, below swinging spout. 
had with folding oon for 3-part tub. 
Made Right—Priced Right 
WRITE YOUR JOBBER FOR PRICES 


STREET & KENT MFG. COMPANY 
1954-64 Clybourn Ave. Chicago, III. 
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Heating Residences 
Heating ogee AND 


Small Buildings 


Gi thorough descri 
tion, with plans and ae 
tions, of the heating systems 
used in heating pred build- 
ings, such as cottages, bunga- 
lows, two-story residences 
and small garages. 

It takes a typical cottage, 
bungalow, two-story resi- 

pees and small garage and 

Jains, step by step, the 

heating of each of these buildings by steam, vapor and 
hot water. 

All details of the systems are thoroughly described and 
illustrated. The layouts are so simple - brs any steam- 
fitter can use them as guides. 

Proper main and pipe connections, the proper connec- 
tions of chimneys, details about vapor heating and many 
other important features are explained 

Heating Residences and Small Buildings contains 
much practical information and will make a valuable 
addition to any contractor's library 


Price, $1.00 Postpaid 
Published by 


Domestic Engineering 
BOOK DEPARTMENT 
1900 Prairie Avenue :: Chicago, IIl. 





Small Building's 




















| stand a very good 
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August 9, 10 and 11, 1927.—The annual meeting of the Amer 
ican Society of Sanitary Engineering, at Jacksonville, Fla. 


Other Trade Events 

April 26, 1927.—First annual Ladies Night of the Eastern 
Lake County Association of Sanitary and Heating Engineers 
at the Union hotel, Wheeling, IIl. 

April 20, 1927.—Dinner by the Heating and Piping Con- 
tractors Newark Association, at Achtel Stetter’s restaurant. 

April 27, 1927.—Spring dance to be given by the Ladies 
Auxiliary of the Master Plumbers’ Association of Jersey City, 
N. J., at the Masonic Temple, 835 Bergen avenue, Jersey City. 

June 17, 1927.—Dual meet between the Delaware Valley 
Trade Golf Association and the Metropolitan Trade Golf 
Association, at the Pine Valley Golf Club, Clementon, N. J. 





PROVIDENCE ASSOCIATION HOLDS BANQUET 

The Master Plumbers & Steamfitters Association of 
Providence, R. I., recently held a banquet at the Hotel 
Narragansett in that city. The affair was largely attended 
and was enjoyed by all. About 250 were present and 
listened to Col. W. G. Archer, of the National Trade Ex- 
tension Bureau, the principal speaker of the evening. Mr. 
Archer spoke for the most part of his travels in connection 
with trade associations. He spoke briefly on technical sub- 
jects in connection with the industry. A splendid dinner 
was enjoyed and all extended thanks to the committee in 
charge, of which Abraham Mistofsky was the chairman. 
Other members included Herbert D. Nickerson, who at- 
tended to the financial end, and H. H. Dauphinee, Jr. 





SALT LAKE CITY ASSOCIATION ADMITS NEW 
MEMBERS 

Three new members were admitted to the Salt Lake 
City, Utah, Sanitary and Heating Engineers Association 
at the regular meeting of that organization, held April 7 
in the Hooper building. These are Simon Gentner, Robert 
Sneddon, and Hans Ford, who is proprietor of the Alta 
Plumbing Company. The organization now has twenty- 
nine members. 

The hours of Secretary Ross Dudley ‘were changed so 
that he will be in the office from noon until 4 p.m. daily. 
The association also decided to hold weekly meetings, 





Here Are the Answers 
Questions will be found on page 15 
1. In Boston, Mass., in 1846. 
2. 618 degrees F. 
3. Solomon Caus. 
4. 1894. 
5. A chemical reaction which produces heat. 
6. The Illinois Master Plumbers’ Association. 











instead of semi-monthly ones, during the next two months 
or so. It is likely that they will be continued until the 
warm weather sets in, during which time the association 
usually meets once each month. 

A mofion was carried that each of the members of the 
committee which was in charge of the sponsoring of the 
proposed state plumbing code before the last legislature, 
be sent a letter of appreciation. Although the plumbing 
bill died on the calendar when the legislature ad- 
journed, it is felt that excellent work was done by the 
committee and that the bill is now in such form as to 
chance of being passed when the 
legislature meets in 1929, at which time it is planned to 
introduce it again. 
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WITH MASTER PLUMBERS AND 





HEATING CONTRACTORS 








WASHINGTON, D. C., MASTER ELECTED TO CITIZENS 
ADVISORY COUNCIL 

Robert Strobel, master 
plumber of Washington, D. C., 
has been honored with a place 
on the Citizens’ Advisory 
Council, Washington’s only 
means of expressing its wants 
and needs to Congress. Wash- 
ington has no vote and the 
only means of expression its 
citizens have is through the 
Federation of Citizens’ Asso- 
ciations and the Citizens’ Ad- 
visory Council. The post, 
which pays no salary, is one 
of high honor and is striven 
for by many of the prominent 
men of Washington. 

The federation, which elects 
the council, tried out a new 
policy of having solid busi- 
hess men among the six members of the council. Mr. 
Strobel is president of the Southwest Washington Citizens’ 
Association and has been connected with Washington’s 
civic works for many years. He was nominated by Wil- 
liam McK. Clayton, who forewent endorsement of himself 
by the Brightwood Citizens’ Association in order to have 
his association second the nomination of Mr. Strobel by 
the Southwest Association. 

“Mr. Strobel serves now as the chairman of the Fed- 
eration’s committee on fire and police protection,’’ Mr. 
Clayton said in making the nomination, ‘‘and his ability, 
courage and faithfulness in civic affairs richly deserve 


recognition by his election to said council.” 


Robert Strobel 





CALIFORNIA CONVENTION PROGRAM ANNOUNCED 

The official program for the twenty-sixth annual con- 
vention of the State Association of Master Plumbers of 
California is being mailed to the members. 

State President William P. Goss of San Francisco, in an 
introductory letter, urges all the members of the asso- 
ciation to attend the meeting. He calls attention to the 
fact that National President Albert J. Wilson and National 
Secretary Alexander Coleman are both members of the 
California organization, and will have much of interest 
'0 present to the members. Having attended a number of 


‘onventions in different parts of the country, the two 
national officials will have a particularly interesting mes- 
Sage dealing with problems of national importance. He 
also includes in his letter a special invitation to the ladies 
to be present and enjoy a visit to California’s most famous 
Playground. 

The program, together with the personnel of the com- 
mittees which have the arrangements for the convention 
In charge, follows: 

Convention Arrangements 


General Chairman of Convention: Chas M. Swinnerton, 109 
South Broadway, Los Angeles, Calif. 





Grand Ball Committee: L. F. Stuffler, chairman; B. A. New- 
man, N. J. Previatti, A. R. Benedict, A. O. Reed, W. J. Monihan, 
Cc. A. Merritt, Arthur E, Gray. 

Ladies’ Card Party Committee: W. J. Monihan, chairman; 
E. J. Carlow, A. R. Burns, W. H. Graham, F. F. Stokes, E. O. 
Nay, James G. Gray. 

Registration Committee: H. R. Fielden, chairman; E. H. 
Grogan, Claude Hickman, R. W. Timmons, W. W. Brooks. 

Reservations: Bruce Clark, executive secretary, 526 Wilcox 
Building, Los Angeles, Cal. 

Finance Committee: Claude Hickman, Bruce Clark. 

Automobile Committee: W. H. Picard, chairman; W. F. 
Creller, R. I. Walters, G. Y. Morton, O. C. Hughes, L. F. 
Stuffler. 

Card Party Committee: H. G. Newman, chairman; A. J. 
Silva, Ed Coker, Walter Wilmot, J. T. Anderson, J. B. Hawley, 
W. D. Melville, Jack D. Speer, Frank C. Schilling, Jr. 

Picnic Committee: Thomas H. Hogan, chairman; C. L. Foin, 
Chas. Daly, H. E. Murray, E. J. Carroll, D. J. Reboli, G. A. 
Weber, Geo. Richardson, F. L. Parks, James F. Mauzy, W. J. 
Forster, Alden Olcovich. 

Convention Headquarters, Camp Curry, 
Yosemite National Park. 
Convention Program 

Special Notice—All lady guests are requested to lend this 
occasion the honor of their presence. 

This convention will extend most courteous consideration 
to the gentlemen identified with the Sanitation Development 
Leagues of California. Further, irrespective of affiliations, all 
master plumbers and members of the Master Plumbers’ Clubs 
are especially invited to attend. 

A registration fee of $5.00 will be levied on all persons at- 
tending convention. This does not apply to the ladies or 
children attending, 

Monday, June 6, 1927 
10:00 A.M.—Convention called to order. Fraternal greeting 
and welcome by General Chairman Charles M. 
Swinnerton. 

Song—America, led by Mrs. A. J. Silva of San 
Francisco; Mrs. Charles M. Swinnerton, accom- 
panying. 

Invocation—Ven. W. H. 
San Joaquin. 

General Chairman Charles M. Swinnerton introduces 
State President Wm. P. Goss. 

Address of Welcome by W. B. Lewis, Superintendent 
Yosemite National Park. 

Address by Albert J. Wilson, National President. 

Adjournment to 2 p.m. when general business will 
be the order. 

2:00 P.M.—Convention called to order. 
with. 

Report of state president. Report of state secre- 
tary. Report of state treasurer. Regular order 
of business, subject to adjournment. 

8:00 P.M.—Concert and entertainment, Camp Curry Orchestra. 

Tuesday, June 7, 1927 
10:00 A.M.—Convention called to order in regular session. 

Addresses by prominent speakers. 

Regular order of business proceeded with, subject 
to adjournment. 

2:00 P.M.—Convention called to order. 

Addresses. 

Regular order of business proceeded with, subject to 
adjournment. 

Automobile Drive for ladies at 2:00 P, M. 

8:00 P.M.—Grand Card Party, Government Pavilion. 

Wednesday, June 8, 1927 
10:00 A.M.—Convention called to order in regular session. 

Addresses. 

Regular order of business proceeded with, subject to 
adjournment. 


Hawken, Archdeacon of 


Business proceeded 
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2:00 P.M.—Closing session of convention. 
Elections. 
Business continued, subject to adjournment, sine die 
Ladies’ Card Party at 2:00 P. M. 


8:30 P.M.—Grand Ball, Government Pavilion. 
Thursday, June 9, 1927 
10:00 A.M.—Presidents’ and Secretaries’ Conference. 


12:00 M.—Picnic at Happy Isles, Yosemite National Park. 


A real good time for all. 





NORTHERN INDIANA MASTERS FORM NEW 
ORGANIZATION 

Members of the master plumber associations of Elk- 
hart, Mishawaka, Gary, the Calumet district, and South 
Bend, met in South Bend, Ind., and formed a new organi- 
zation recently for the purpose of ‘‘securing and extend- 
ing better co-operation and more friendly relations be- 
tween the different branches of the industry.’’ The meet- 
ing was presided over by J. E. Withers, secretary-manager 
of the Gary Indiana Society of Sanitary Engineers, who 
explained the purpose of the gathering, and pointed out 
the benefits to be derived from the proposed organization. 

According to Mr. Withers, ‘“‘this organization, or com- 
mittee, will not in any way detract from the powers or 
usefulness of the local associations, or conflict with the 
Trade Relations Committee to be appointed by the Indiana 
state organization.” All of the associations represented in 
the newly formed body are located within a radius of 
seventy-five miles of each other, and, it is pointed out, 
their problems are common, and an exchange of ideas will 
be mutually beneficial. The district committee will hold 
regular and frequent meetings. 

Frank Daly, president of the Daly Plumbing & Heating 
Co. of East Chicago, Ind., was elected president of the 
new organization, and J. E. Withers was named secretary. 
Delegates attending the meeting were: B. A. Siefert, sec- 
retary manager, and Dan Connor, of the Calumet associa- 
tion; William Dreves, F. L. Marchesseau and H. E. 
Schreiner, of Elkhart; Thomas A. Williams, E. J. White, 
Thomas McGrath, O. A. Eulitz, and a representative of 
La Fortune & Shoemaker, of South Bend; William H. Hen- 
derson, J. E. Withers, Hubert Highlands, Charles Klinga- 
man, of H. C. Heuck, Inc., and E. E. Gillot, of Gary; and 
Frank Johnson of Mishawaka. 

MILWAUKEE PARTY VISITS KEWANEE BOILER CO. 

A group of 111 heating contractors, engineers and job- 
bers of Milwaukee, Wis., made a visit to the plant of the 
Kewanee Boiler Co., Kewanee, Ill., Wednesday, April 6. 
The visit was under the supervision of the boiler company, 
and the Milwaukee visitors were the guests of the company 
for the day. 

The Wisconsin group arrived about noon and were met 
by officials of the company. After luncheon they were 
conducted through the plant and shown the processes of 
the manufacture of boilers. The party left for Milwaukee, 
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about 5 p.m., on the same special train on which they 
came to Kewanee. 





TRENTON MASTERS HOLD ELECTION 

William Burroughs was selected as president of the 
Master Plumbers Association of the City of Trenton, N. J., 
by the members of that body at the last March meeting, 
succeeding John Wouters. John Pinto was elected first 
vice president and Thomas Kerwick was named second vice 
president. Harry Greiner was elected treasurer for an- 
other term. Frank Penrose was made a trustee and John 
Mickels sergeant-at-arms. 

Delegates to the state convention elected include Harry 
Greiner, Clifford Jeffries, Charles MacQueen, James L. 
Bennett, John A. Pinto, William G. Royer, Emil L. Pflei- 
der, John H. Conard, George W. Feaster, Thomas J. Ker- 
wick, J. C. B. Wouters, Frank B. Penrose, John Edelman, 
J. M. Heidweiler, Frank Fell, William F. Cody, Walter W. 
Smith, Frederick L. Nitz and Anthony Dennish. Dele- 
gates to the national convention are: Frank Fell, John 
Edelman, Philip Wenz, Charles Whitehead, William G. 
Royer, Thomas E. Tootell, Frank V. Walsh, George W. 
Feaster, Clifford Jeffries, J. C. B. Wouters, James L. Ben- 
nett, John Black, Albert Piper, Louis Zimskind, Edward 
D. Cox, Harry Greiner, Walter W. Smith, Frederick L. 
Nitz and Anthony Dennish. 





APRIL MEETING OF ILLANOIS CHAPTER OF 
A. S. H. V. E. 

The monthly meeting of the Illinois Chapter, American 
Society of Heating and Ventilating Engineers, was un- 
usual in many ways; unusual in attendance, in mode of 
conducting the program, in place of meeting, in interest 
manifested and in the dinner provided. The 118 members 
in attendance went to the manufacturing plant and offices 
of the Ilg Electric Ventilating Co., Chicago, on Monday 
evening, April 11, for this meeting. The first part of the 
program was an inspection of the plant and the products 
of that company—propellers, fans, unit heaters, automatic 
shutters, motors, etc. Under the direction of A. G. Sut- 
cliffe, the members formed into groups to whom methods 
of manufacture of these products were explained. Follow- 
ing a good dinner, provided in the dining room of the 
plant, Mr. Sutcliffe presented a paper on the subject, 
“Some recent developments in motor drive fans and blow- 
ers.’’ Then a demonstration was given in the testing room. 

It was announced that an ordinance was passed recently 
by the city of Chicago amending the ventilating code of 
1922, exempting school rooms from certain ventilation re- 
quirements. This is regarded by some as the entering 
wedge for further legislation which will not be in keeping 
with the known facts of ventilation. The Illinois Chapter, 
in co-operation with others interested, proposes to take 
action. 

If ventilation of theatres is necessary for public health, 











Milwaukee heating contractors at the plant of the Kewanee Boiler Co., Kewanee, Illinois 
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said A. B. Martin, president of the chapter, it would seem 
that it is just as necessary for any other institution in 
which people and children congregate. If we begin to 
make exceptions of school buildings, it is a question where 
such legislation may lead. 

A. V. Hutchinson, secretary of the American Society of 
Heating and Ventilating Engineers, was present and an- 
nounced the mid-summer meeting to be held at White. Sul- 
phur Springs, W. Va., on June 28, 29 and 30. One golf 
course will be turned over to the heating and ventilating 
engineers. The sessions will be held during the afternoon 
only. There will be a meeting of the national council of 
the association on May 19. 

The regular annual meetings, golf tournaments and 
dance, will be held on two days instead of one as hereto- 
fore. The golf tournament will be held at Glen Oaks 
Country Club on May 19, and the dance on the evening of 
May 20 at the Palmer House, Chicago. 

In order to create interest in the coming golf tourna- 
ment, motion pictures were shown that were taken by 
“Domestic Engineering’”’ at the 1926 Illinois Chapter tour- 
nament at Wilmette, and of a series of tournaments by 
the Western Trade Golf Association. 








Top picture: A. J. Leyerer, Flint; E. V. Merrill, and F. W. 
Rettman, both of Saginaw.—Lower picture: D. Grundy, M. 
Greenberg, S. Weisman, and B. Horrell, all of Detroit. At the 
recent convention of the Michigan State Association of 
Plumbing and Heating Dealers, at Flint 


LOS ANGELES B.T.U. CLUB ENTERTAINS CONSULTING 
ENGINEERS 

The Los Angeles B.T.U. Club was host at a com- 
plimentary banquet tendered to the consulting engineers 
of the heating and ventilating professions at the Masonic 
Club, on the evening of Thursday, March 31. About thirty 
attended. Inasmuch as the cuisine of the Masonic Club 
is noted for its excellence, and was supplemented by a very 
interesting program of entertainment, the event was most 
enjoyable. 

Following the banquet there was a round table session 
of informal talks by both guests and hosts, having to do 
with ways and means for most successfully meeting the 
Many engineering problems which constantly arise in 
connection with the installation of heating and ventilating 
appliances. 

The B.T.U. Club is composed of the selling factors in 
the heating and ventilating professions. It is significant of 
the organization’s desire to keep up to date with the very 
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The Built-Well V-Lock Jeint 


Sectional view of joint, turned 
up side down to show how 
dowels are inserted from bot- 
tom. Moisture only makes 
them tighter. 


Patented 





How 











They re Built! 


Look at this construction—t tells the 
story of why Built-Well Seats are selec- 
ted for those jobs that require the best. 


Ask your jobber about 
Built-Well Seats, nov. 


Built Well Mg. Co. 


1458 W. KINZIE ST. CHICAGO 


























PIPE FITTINGS 





Trade Mark 


IRON BODY GATE VALVES 


Trade Mark 


Sizes 
2” to 12” 
Inclusive 


Manufactured by 
ILLINOIS MALLEABLE IRON CO 
CHICAGO, ILL. 
GENERAL OFFICES: 1801 DIVERSEY PARKWAY 
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FLOAT SWITCH é 


Some 


DISCHARGE 
TO SEWER 





Work 


for Fun 


know it) 


Cheap, unsatisfactory cellar-drain- 
age pumps will never recommend 


themselves. You know that! Look 
for a complaint after cheap goods 
are installed. Complaints cost 
money. First because the job must 
be fixed up someway. Second, your 
good work should be recommended 
so that new customers SEEK YOU. 


How can complaints recommend 
you? 


One of the very cheapest pumps 
you can install for cellar drainage 
is the Taber Midget Sump Pump. 
Comes completely equipped ready 
to place in an 18-inch tile. No en- 
gineering. Nothing more to buy. 
No costly servicing. Customer 
satisfied. More business. Clean 
profits. The Taber Midget Sump 
Pump is Cheaper because it is 
better. Stop working on drainage 
pumps for fun. Let your jobber 
give you price or 


Write for Bulletin MJ 427 NOW! 


TABER MIDGET SUMP PUMP 
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(but they don’t 
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New York Office: 101 Park Ave., Tel. Lexington 8945 


| Club, but never yet have they met formally. 
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| latest ideas of the engineering factors that it has such 
banquets as the one tendered recently at which these 
technical subjects can be discussed informally by men who 
are acknowledged experts in their respective lines. It is 
the opinion of the members of the club that thereby their 
efforts, both individual and collective, can be better 
directed to the selling of the most approved appliances 
| for modern installations, through these frequent con- 
| ferences with the engineers. 
It was intimated at this banquet, that there was more 
than a possibility of the early formation in Los Angeles 
of a local chapter of the American Society of Heating and 
Ventilating Engineers. The members of these professions 
have been in the habit of meeting occasionally, both as 
| fellow workers in similar fields, and as guests of the B.T.U. 
There is an 
evident field for usefulness for such a chapter as the one 
proposed, and in all probability something definite will 
result in the near future. 











PLUMBERS OF NORTH AND NORTHWEST PLEASURE 
CLUB OF CHICAGO LOSE TO WOLFF 
BOWLING TEAM 

The North and Northwest Master Plumbers Pleasure 
| Club of Chicago took on the bowling team of Wolff Manu- 
facturing Corporation at its regular monthly meeting, 
Wednesday evening, April 6, and the five-man team of the 
plumbers lost to the Wolff team by 290 pins. There was 
a good cheering section in attendance, and everyone had a 
fine time, but the pins fell more often and in greater 
quantities for the Wolff bowlers than they did for the 
masters. After the three-game series, the crowd went 
from the alleys to the club rooms, where a fine meal was 
served, after which the club’s regular meeting was held. 
At the meeting, E. J. Benning reported on the Chicago 
master plumbers’ victory over the Milwaukee bowlers last 
month, and announced that a return match would be held 
in Milwaukee on April 28. 
The scores of the Wolff team and of the club’s team 
were: 


Wolff Plumbers 
H. Gielow.... 228 181 207 P, Larsen..... 145 142 166 
W. Britt...... 181 148 208 W. Wagner... 215 178 158 
| W. Villwoch.. 167 208 191 P. JaGOCF os. 167 156 182 
W. Hardies... 227 173 143 E. Federle.... 256 184 178 


A. Poegels.... 245 165 267 Otto Herrmann 164 171 182 


| 
| 
{4 


1043 875 1016 





947 831 866 





MILWAUKEE MASTERS TO HOLD MAY BALL 
A dinner and May ball is to be held by the Milwaukee 


| Master Plumbers’ Association on May 4 at the Elks’ Club, 


| at Milwaukee, Wis. This will be one of the biggest social 
| affairs of the year for the Milwaukee plumbers and Walter 
Tesch, chairman of the entertainment committee, is antici- 
pating an exceptionally large attendance. 
The Milwaukee association bowlers are to be hosts to 
the Chicago plumbers at a return bowling match in Mil- 
waukee on April 28. 





CALIFORNIA STATE SECRETARY VISITS LOCAL 
ASSOCIATIONS 

Every local association of master plumbers from thie 
one in Sonoma county, Calif., through all of the territory 
between Healdsburg, Calif., south to Bakersfield, Calif., 
was visited during the last three weeks by Bruce Clark, 
secretary of the State Association of Master Plumbers of 
California, who has just returned from the trip. Secre- 
tary Clark reports that association matters are attracting 
a great deal of interest among the master and merchant 
plumbers throughout the central part of the state, and 
he adds that a great deal of interest is being manifested 
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in the coming convention, which will be held at Camp 


Curry, Yosemite Valley, June 6, 7, 8 and 9. He says that, 
from what he can gather from the expressions of the 
many plumbers he called upon during his trip, the attend- 
ance at the twenty-sixth annual gathering will surpass 
that at any previous state meeting of master plumbers in 


California. 





TRENTON POTTERIES CO. ENTERTAINS NEW 
JERSEY MASTERS 

The Trenton Potteries Co., Trenton, N. J., was host to 
two parties of master plumbers recently, the Master 
Plumbers’ Association of the City of Trenton being guests 
on March 31 and the Master Plumbers’ Association of 
Elizabeth, N. J., visiting the potteries on April 7. 

The tour made by the Trenton association was the sec- 
ond annual trip made by that body, showing the keen in- 








Top picture, left to right: I. Muskovitz, Detroit; James S. 
Glennie, E, J. Duffy, both of Pontiac, Mich. Lower picture: 
C, E. Elliott, Detroit Lead Pipe Works; D. J. Archer, Detroit; 
Fred Barton, Detroit; J. W. Bassett, W. A. Case & Son Mfg. 
Co., Detroit. At the recent convention of the Michigan State 
Association of Plumbing and Heating Dealers, at Flint 


terest of the masters in knowing the details of the manu- 
facture of the products they install. After an inspection 
of the buildings and the manufacturing processes, lunch- 
eon was served in the company’s cafeteria. Following 
luncheon, E. S. Aitkin, general manager, and George E. 
Hoffman, sales manager, both of the company, made in- 
structive talks on the local plumbing market. 

The major portion of the day was spent by the Elizabeth 
plumbers in going through the various buildings of the 
company, this being the first opportunity for many to see 
the making of vitreous china in all of its stages. Follow- 
ing the tour, luncheon was served, Mr. Aitkin again being 
the speaker, his talk covering the company’s products and 
their relation to the plumbing trade. 





A NEW PLUMBING LAW PROPOSED FOR NORTH 
DAKOTA 

A bill introduced in the North Dakota legislature by 
Senator W. S. Whitman of Grand Forks provides that the 
state board of health shall supervise plumbing, drainage 
and sewerage in all buildings in the state and shall pre- 
scribe minimum standards which shall be uniform. The 
Measure further provides that all cities and villages shall 
have a standard for plumbing as regulated by city ordi- 
lances, subject to approval of the state health board. 
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COMMONWEALTH BRASS CORPORATION 
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COMMONWEALTH 


Lavigne Radiator Valves 
on every installation 
build up good will for 
you by their efficient 
operation and depend- 


able service. 


IN Your 


wn Jobbe r 
id Can 


Supply 
You 





Hot Water 
by 
Electricity 


(semi-automatic) 


Turning a switch starts 
the WESSELS Semi- 
Automatic Electric 
Water Heater. A few 
minutes is all that is 
required to heat suffi- 
cient water for a bath. 


The heater is 


Clean 


Convenient 
Dependable 


This model is equipped 
with clock control 
which shuts off the 
heater when any de- 
sired quantity of hot 
water is produced. 





This is the most efficient 
model. ‘‘Just enough” water 
is heated for each job. Very 
little is wasted. 


Write today for 
full details. 


D. D. WESSELS 
& SONS CO. 
DETROIT :: MICH. 


Double insulation— air gap 
and asbestos keeps hot prac- 
tically all the water heated. 
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| CROWN PIPE DIES 


T 


PERFECT PIPE THREADS 








THE 


Crown Ratchet Reamer 
Will ream pipe *% to 21, inches 











The ball is comfortable to the hand, does 

not cramp the fingers nor tire the wrist. 

The handle is not ribbed and is comfortable 

to grip along its entire surface. 

The new cone type construction supports 
| the blades throughout their entire length, 
| thus preventing any possibility of them 
| coming loose. 
| The blades are made of finest steel, will 
hold edge maximum length of time but can be 

ground when necessary without removal. 

The pawl has an extra wide bearing sur- 

face on the ratchet teeth, giving greatest 
service with least wear. 











Order one today through 
your local jobber. 


CROWN DIE & TOOL CO. 


2636 NORTH KEELER AVE. 
CHICAGO 
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APPRENTICESHIP COMMITTEE VISITS PLUMBING 
CLASS 


The apprenticeship committee of the Master Plumbers 


, and Heating Association of Norfolk, Va., Inc., visited the 








class of plumbing apprentices at Ruffner high school in 
that city on Thursday evening, April 7. The members of 
the committee pledged the boys the support of the asso- 
ciation in their work and laid plans for a bigger class dur- 
ing the next season. During the past year, seven member 
firms have had apprentices in attendance, these including 
R. A. Emanuelson & Co., Craft Bros., L. P. Sterne, C. L. 
Woodard, T. M. Rust, R. D. Duell & Co., and W. E. Turner. 





NEW WISCONSIN LICENSING BILL PRESENTED 


A bill which has the support of the plumbers in Wis- 
consin is now before the Wisconsin legislature, which 
would extend the licensing of plumbers to all cities in the 
state. At the present time, only plumbers in cities with 
a population of more than 3,000 are compelled to obtain 
a license, while those in cities and towns with less than 
3,000 have only to comply with the state code and local 


restrictions. 





DETROIT CHAPTER A. S. H. V. E. HEARS THORNTON 
LEWIS 

The monthly meeting of the Michigan Chapter of the 
American Society of Heating and Ventilating Engineers 
was held in the new Masonic Temple building, Detroit, 
Mich., Monday evening, April 11. Thornton Lewis, second 
vice president of the national society, and president of the 
York Heating & Ventilating Corporation of Philadelphia, 
was guest of honor. 

J. L. Fuller reported on the success of the new ‘‘Limited 
Chapter Membership’’ campaign, stating that up to date, 
57 applications for limited chapter members had been filed 
and accepted by the board of governors, and intimated 
that more are to follow. J. R. McColl was elected to rep- 
resent the Michigan Chapter on the nominating commit- 
tee of the national society. 

Mr. Lewis pointed out the number of changes that are 
continually being made in the art of heating and venti- 
lating, such as the rating of radiation, question of B.t.u., 
the rating of boilers, comfort charts, new methods of ap- 
plying indirect radiation, and the elimination of mechan- 
ical ventilation, emphasizing the point that it is the soci- 
ety’s job to take the necessary leadership in readjusting 
these continual changes and the establishment of new 
standards. 

Mr. Lewis had with him some very interesting slides to 
show applications of unit heaters as installed in a number 
of large industrial plants, and after giving a very inter- 
esting and instructive lecture on heating by unit heaters, 
invited questions to be asked from the members. 


Obituary 


Louis Moeschen 

Older men in the plumbing business in New York City 
heard with regret of the recent death of Louis Moeschen, 
589 Third avenue, one of the veteran master plumbers of 
the Greater New York district. Mr. Moeschen, who 3s 
survived by his wife and a daughter, was for many years 
a member of the Manhattan branch of the Master Plumb- 
ers’ Association of the City of New York, and many mem- 
bers attended his funeral, which was held under the aus- 
pices of the Masonic order at the Adams Memorial Church, 
207 East Thirtieth street, Tuesday evening, April 12. 
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REVISION OF VENTILATING ORDINANCE SUGGESTED 


A committee composed of members of the Los Angeles, 
Calif., B.T.U. Club and heating and ventilating engineers is 
working on a revision of the present Los Angeles city 
ordinance governing the manner of ventilating store base- 
ments, hotel cafes, inside hotel apartments and theatres. 
The present municipal ordinance is obsolete, in the opin- 
ion of many of the engineers engaged in designing the 
installation of ventilating systems, and urgently needs re- 
vision. It is believed that those best qualified to determine 


what an up-to-date ordinance should prescribe are the en- 
gineers who specify the methods and devices and the men 


-who represent the concerns which design, build and sell 


them. For this reason very careful consideration is being 
given to the proposed revision, and it will not be presented 
to the city council before it has received the approval of 
all of the scientific authorities interested in it. 











Top picture: M. Green, I. Lipsitz, F. Hoffman, H. J. Glassner, 

all of Detroit.—Lower picture: N. J. Kennedy, Detroit; J. B. 

Stewart, Republic Brass Mfg. Co.; S. Winter, Detroit; E. N. 

Skinner, Keystone Brass Works, Toledo, Ohio, branch. At the 

recent convention of the Michigan State Association of 
Plumbing and Heating Dealers, at Flint 


The committee, appointed some time ago by the B.T.U. 
Club of Los Angeles to work out a table of standards for 
the design and installation of heating and ventilating 
systems, has made a preliminary report to the club. This 
Treport was printed and now is in the hands of the in- 
dividual members for consideration, after which it will be 
taken up in meeting and debated thoroughly, giving con- 
sideration to the view of such individual members as care 
lo participate in the discussion. It is the purpose of 
the club to adopt the proposed code as soon as it is gotten 
into shape and to make it the basis hereafter for standard 
practice. 

As a matter of fact, when the code shall have been ap- 
proved by the B.T.U. Club it will represent the combined 
opinion of both the club and of the heating and ventilating 
engineers. Thus both the technical and scientific aspects, 
a8 well as those more directly connected with the manu- 
facture and selling of the appliances, will have been con- 
sulted. It is hoped and expected that the code, whenever 
it is promulgated, shall be the very last word in respect to 
the matters covered by it. It is expected that the code will 
be ready for announcement within the next sixty days. 





An apartment house to cost $100,000 is to be built in 
Seattle, Wash., by A. S. Hainsworth, Leary building, plans 
being drawn in his office by the company’s designer. The 
building will be 120x106 ft., and will contain 56 suites. 
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Flush Valves for use in combination with 
styles of bowls for all classes of 
service to operate under low or high 


pressure water supply. 


Water Closets for every type or class of 
service. 


Frost Proof Closets. Direct flush 
or after flushing. 


Write for catalog. 


Philip Haas Co., Dayton, O. 



























Armstrong Bros. 
SOLID 


PIPE DIES 
and 
STOCKS 
Improved Design—Cut Like Lathe Tools 
Backed off Chasers made of Alloy Steel 


Write for Free Catalog 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. - Chicago, U.S. A. 




















PABST Good NIPPLES 





Pabst Nipples are made of NEW pipe. 
That’s why they’re clean threaded and 
uniform. You can speed up your 
installations because Pabst Nipples 
make up right the first time. If 
they’re stamped ‘Pabst’ they’re quality 
nipples. 
Ask your jobber 


“The Same old Name Since 1844" 


FRED PABST CO., Mfrs. 


917 Juneau Ave. Milwaukee, Wis 
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Automatic 





Gas Water Heaters and Storage Systems 


Always a step ahead! —in patented 
features, exclusive improvements 


and in money-making opportunitie 
for you. 3 $3 3 


THE HOFFMAN HEATER CO. 
LOUISVILLE, KY. 
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AUTOMATIC ELECTRIC 
BASEMENT DRAINER 


The Stark Automatic Electric Basement Drainer 
is shipped ready for operation. Just set it up 
and attach it to the nearest light socket. 


It is absolutely automatic, practically noiseless 
and sells itself on sight. The Stark pumps very 
rapidly, in fact it will deliver 2500 gallons of 
water an hour and will empty the average flooded 
basement in two hours. The money making 
possibilities of the Stark Pump are so great that 
you can’t afford to go another day without in- 


vestigating. 


Write for Particulars and Illus- 
trated Circular No. 303 Today 


Stark Pump Company 


17128 Mt. Elliott Ave. 
‘DETROIT MICH. 
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Women’s Auxiliaries 


Portland, Ore., Auxiliary Holds Meeting 

The Women’s Auxiliary of the Master Plumbers’ Asso- 
ciation, Portland, Ore., held its regular March meeting at 
the home of Mrs. I. Block, 625 East Fifty-fourth street, 
North. Luncheon was served by the hostess and her com- 
mittee, after which a business meeting and social session 
followed. Mrs. J. R. Widmer, the newly elected presi- 
dent, served for the first time in her official capacity at 
this time. The April meeting will be held at the home of 
Mrs. Charles Fullman. 





Manager of San Francisco Association Addresses 
Auxiliary 

At its regular monthly meeting, held Thursday, April 7, 
the San Francisco auxiliary had as its guest Mr. Ernest 
Schaeffle, manager of the local Master Plumbers’ Associa- 
tion. Mr. Schaeffle spoke at length regarding the impor- 
tance of co-operation by the women in the affairs of the 
association. Many of the members have been negligent in 
the matter of insurance, only thirty-three having availed 
themselves of the benefits provided by the Mutual Benefit 
Association. The speaker stressed the desirability of each 
member securing this insurance and urged the ladies to 
make a strong effort to sell the idea to their husbands. 
The problem of poor attendance at meetings was discussed 
and the suggestion offered that the auxiliary should be 
more interested in the matter of adding attractive fea- 
tures to its meetings. The manager’s plans for educa- 
tional meetings were presented and an effort made to im- 
press the ladies with the importance of this phase of asso- 
ciation work. 

One of the most delightful and in every way successful 
social affairs ever given by the San Francisco Auxiliary, 
was the dinner and card party for the master plumbers 
and their friends on the evening of April 2 at Plumbers’ 
Hall, 120 Page street. The ladies have every reason to be 
proud of their party, and particularly the delicious dinner, 
which they prepared themselves. Mrs. Joe Deasy headed 
the committee composed of Mesdames V. Petersen, C. 
Seipp, J. Sands, Wm. La Chapelle, P. Tabacco, R. Murray, 
W. Koenig, W. J. Monihan and J. McLeod. Mrs. A. Silva 


rendered a solo and Mr. and Mrs. Petersen a duet. Mrs. 
A. Lyons accompanied on the piano, besides contributing a 


piano solo to the entertainment and playing for the dance. 

The party next enjoyed a few remarks by W. P. Goss, 
president of the California State Master Plumbers’ Associ- 
ation, and W. J. Monihan, president of the San Francisco 
masters. 

Another delightful feature of the evening was the whist 
playing. 

A luncheon at the Fairmont Hotel, followed by a thea- 
ter party at the Alcazar, on April 27, will mark the twenty- 
eighth anniversary of the San Francisco Auxiliary. The 
ladies will take this occasion to honor their three remain- 
ing charter members: Mesdames James Britt, John L. E. 
Firmin and Charles Maher. 

Canton, Ohio, Auxiliary Active Socially 

The Ladies’ Auxiliary to the Master Plumbers’ Ass0- 
ciation of Canton, Ohio, recently held a covered-dish din- 
ner at the home of Mrs. William Grabowsky, in honor of 
Mrs. D. J. Ahearn and Mrs. A. W. Baum, recently elected 
state president and state secretary, respectively. The 
affair was a complete surprise to Mrs. Ahearn and Mrs. 
Baum. Each was presented with a gift and each responded 
graciously. An enjoyable afternoon was spent at cards, 
Mrs. William Zernechel and Mrs. John Roth winning hot 
ors. Another interesting affair given by the Canton ladies 


was a “hat and card’’ party at their rooms, Market avenue, 
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North. Styles of hats from ’61 to the latest Parisian crea- 
tion were shown, Mrs. John Roth winning the prize for the 
best model. At cards Mrs. Robert Heiman, Louis Rech- 
kemmer, and Mr. and Mrs. D. J. Ahearn won honors. 
The regular meeting of the auxiliary was held Tuesday, 
Officers for the ensuing year were elected as fol- 
lows: President, Mrs. D. J. Ahearn; vice president, Mrs. 
Harry Zimmer; s¢écretary, Mrs. Leo Schumacher; treas- 
urer, Mrs. J. Roth. The remainder of the afternoon was 
spent at cards, Mrs. Louis Rechkemmer and Mrs. Robert 
Heiman winning honors. Mrs. Leonard Rechkemmer and 
Mrs. Ahearn were hostesses at Mrs. March’s Tea Room. 


The next meeting will be held May 3. 
North Hudson Auxiliary Celebrates Fourth Anniversary 


The Women’s Auxiliary of the North Hudson, N. J., 
Master Plumbers’ Association celebrated its fourth an- 











Top picture: Mr. and Mrs. R. P. Wilson, Buffalo, N. ¥.—Lower 

picture: Mrs. J. O. Stapf, Mrs. Anthony Platt and Mrs. W. Mul- 

lins. At the recent convention of the New York State Master 
Plumbers’ Association, at New York City 


niversary in its usual way by a theater party and sup- 
per, on Tuesday evening, April 19. The auxiliary mem- 
bers saw “What Ann Brought Home” at Wallack’s 
Theater in New York, and after the theater more than one 
hundred guests enjoyed a supper at the ‘Victoria,’ a 
local restaurant. The committee in charge of the birth- 
day party comprised Mrs. Charles Steller, chairman; Mrs. 
William T. J. Orriss, treasurer; Mesdames George Baker, 
C. Viehweg, J. Meffert, William Borg, August Steller, M. 
Meneugaux, J. Ferrelly and H. Trueb. 





The Alcock Plumbing Co. of Chicago has moved its 
business from 128 East 22nd street to 1927 South Wabash 
avenue, 


John R. Harper of Rome, N. Y., has sold his building 
at 212-214 West Dominick street and will move his 
Plumbing business into a building at 102 South George 
Street, which he has just purchased. 

A. W. Carlson, plumbing contractor at 1018 Eleventh 
avenue, Rockford, Ill., has recently separated his plumbing 
business from the Forest City Hardware Co., which he also 
Owned. He will still retain his interest in the latter com- 
pany, although he will devote his time to the plumbing 
business entirely. 
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ECONOMY 


Connected Waste and 
Overflow with Trap 


Some Special Features: 


Deep water seal. 


Roughs in line. 


Will line up straight on any tub 
No. 20 B & S gauge tubing. 
All cast brass trimmings, 


nickel plated. 


This fixture is reasonable in 
price and you cannot secure 
a better one no matter how 


much more you pay for it 





Manufactured by 


DEARBORN BRASS CO. 


aE OS 
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Sold to the jobber only 
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Made of heavy steel 
boiler plate, the Wilks 
Water Heater and Gar- 
bage Burner is especially 
recommended for heat- 
ing water and burning 
garbage in residences, 
apartment buildings, 
hotels, hospitals, res- 
taurants, etc. 


It is carefully riveted, 


braced and tested to 100 
pounds hydrostatic pres- 
sure. The garbage grate 
is made of the very best 
boiler tubing, which is 
securely fastened by be- 
ing expanded into open- 
ings in the inner shell. 

They will prove great 
money savers to your 


customers, and will pay 
you a neat profit, besides. 


S. WILKS MFG. CO. 


3515 Shields Ave, Chicago, Ill. 
E. W. Sedgwick H.M. ry 
Pres. Secy. Treas 





Water Heater and 
Garbage Burner 

















100 DOMESTIC 
This &°] hat, Here &°] here 
Ralph D. Evans, 496 Ness Building, Salt Lake City, 


Utah, has been awarded the plumbing and heating con- 
tracts on the new $75,000 addition to the Uintah school. 


A new $300,000 gymnasium will soon be built at the 
University of Idaho, Moscow, Idaho. Plans and specifica- 
tions for the building, which is to be completed by the 
beginning of the fall term, are now being prepared by 
David C. Lange, the university architect. 

Parley G. James, manager of the James Plumbing Co., 
Salt Lake City, Utah, and vice president of the Salt Lake 
City Sanitary and Heating Engineers Association, recently 
underwent a major operation at the L. D. S. Hospital, in 
that city. Mr. James will probably be away from work 
for a month. 

Green Hotel, Danbury, Conn., will erect an addition of 
seven stories, 120x65 ft. Separate contracts will be 
awarded. 

T. J. & A. E. Griffin will build a 24-apartment house in 
Malden, Mass., from plans by Architect C. F. Springall, 84 
Sprague street, Malden. Sub-contracts will be let sepa- 
rately. 

J. L. Chappell, secretary of the Brenham, Tex., Inde- 
pendent School District, is in charge of the plans being 


drawn for a new $140,000 school building to be built in 
that city. Plans are now being drawn by Giesecke & 
Harris, 205-7 West Seventh street, Austin, Tex. 


Haydn Long, McIntyre Building, Salt Lake City, Utah, 
has been awarded the plumbing and heating contracts on 
the United Electric Co.’s building in that city. The work 
will amount to approximately $3,500. 
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Sturges & Sturges, Portland, Oregon, are installing 
plumbing in a 50-suite apartment house at 435 Montgom- 
ery street, for Harry Mittleman. Consideration, $14,000. 

The Hammond Plumbing Company of Pullman, Wash- 
ington, was low bidder on the plumbing and heating in 
the new gymnasium to be built for men on the campus 
of the State College. Their combined bid was $86,828, 
the heating being $40,023 and the plumbing $46,805. 

The city council of Portland, Oregon, will call for bids 
soon on a new building for the fire department at East 
Eleventh and Stark streets, to cost $35,000. 

Portland Heights Plumbing Company, Portland, Ore- 
gon, is installing plumbing at 1119 Buena Vista boulevard 
in a residence for Otto Poole. 

August Lillquist, 202 West Sixtieth street, Seattle, 
Wash., is taking bids for plumbing and heating on a 
$50,000 apartment house to be built on Queen Anne hill. 

William Owens of Madison, Wis., has been awarded the 
plumbing contract on a $40,000 store and office building 
under construction in that city. 

Barrett-Hicks Co., 1031 Broadway, Fresno, Calif., has 
been awarded the contract for the plumbing installation 
in the factory building of the Industrial Properties Cor- 
poration. 

Heating contract in connection with the new $170,000 
hotel building at Boyes Springs, Calif., has been awarded 
to Mike Edwards of Sonoma. 

N. G. Weinholz, 1450 Howard street, San Francisco, has 
secured plumbing contract on the $200,000 6-story hotel 
building on Bush street, near Jones. Knittle Bros., 224 
Fifth street, were awarded the heating contract. 


A 12-story, reinforced concrete apartment building, to 
cost $400,000, will be erected on Vallejo street, between 
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When you install a range boiler, 
your customer expects you to 
make it safe for him to use. 
He is not a plumbing expert and 
unless you make that boiler 
fool - proof a serious accident 


may take place at any time. 


BOILER RELIEF 
VALVES 


made in five types, furnish ab- 
solute protection against the 
dangers of high temperatures, 
excessive pressure and vacuum. 


Write for 
prices. 
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Manufacturers of the B. B. Ball Cocks 
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Octavia and Laguna, San Francisco, for Dr. Percival Dol- 
man. C. A. Muesdorffer, Humboldt Bank building, is the 
architect. 

James H. Pinkerton, 180 Jessie street, San Francisco, 
secured plumbing contract on the $200,000, Class C, rein- 
forced concrete building at Davis and Vallejo streets. 

A 6-story and basement brick building to contain 24 
apartments will be erected on Pacific and Baker streets, 
San Francisco, at a cost of $100,000. A. H. Larsen, 447 
Sutter street, is the architect. 

Figures are being taken on the 14-story, Class A apart- 
ment building to go up on Hyde street, near Leaven- 
worth, San Francisco. R. C. Sisson, 468 Crescent street, 
Oakland, is the architect. 

Fischbeck Soap Co., San Francisco, will build a 2-story, 
reinforced concrete factory at a cost of $200,000, on 17th 


street, near Rhode Island street. Leland R. Rosener, 233 
Sansome street, is the architect. 














Top picture, left to right: W. I. Vallett, E. E. Appelhof, H. 

Irving, H. Gillard, all of the EverHot Heater Co., Detroit— 

Bottom picture: J. C. Wall, N. B. Wheeler, Glenn Rooney, L. A. 

Schoolmaster and P. Schuur, all of Kalamazoo. At the recent 

convention of the Michigan State Association of Plumbing 
and Heating Dealers, at Flint 


John E. Andrus, Yonkers, N. Y., owner of the Plymouth 
building at Sixth street and Hennepin avenue, Minneapo- 
lis, Minn., is having plans made for adding additional 
stories to the present 12 stories, to make it 25 stories high. 
Long & Thorshov, 1028 Andrus building, Minneapolis, are 
the architects. 


W. B. Foshay Co., public utility owners and managers, 
Ninth street and Second avenue South, Minneapolis, Minn., 
will build a 22-story office building on the corner of Ninth 
street and Marquette avenue in that city, at a cost of 
$2,500,000. Magney & Tusler, Inc., 126 South Ninth 
street, are the architects. 

The Calhoun Park Investment Co. will build a three- 
story, 60x100 ft. apartment house at Thirty-first street 
and Holmes avenue South, Minneapolis, Minn., to cost 
about $80,000. C. J. Bard, 838 Builders Exchange, is the 
architect. 

The Fergus Falls Plumbing & Heating Co., Fergus Falls, 
Minn., has been awarded the plumbing and steam heating 
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Acid Waste 


always means repairs, expense 
and trouble for the owner. By 
installing Duriron acid-proof 
drain pipe, the owners’ troubles 
are eliminated and you make a 
larger profit for yourself. y v vy 


Duriron is produced only 


me DURIRON COMPANY 











RIVERSIDE 
REFRIGERATOR DRAINS 


Galvanized - - Rust Proof 


3 SIZES 
Tapped 114” - 114” 





Made by 





Riverside Foundry 
& Galvanizing Co. : 


Kalamazoo, Mich. R Tf30-31 
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SEAT NO. 2 HINGE NO. 70 


aoa NS You will find a suitable pattern in the 


great variety of Knott Toilet Seats to fit 
that ‘particular’ job. Knott Seats are 
constructed of the finest oak and birch 
and are fully guaranteed. Their low 
price and satisfactory service is a sure 





























profit maker for you. 
Order from your jobber- 


KNOTT MFG. COMPANY 
TELL CITY INDIANA 











2—Bronze Seats—2 
E. M. Dart Mfg. Co. 


Providence, Rhode Island 
The Fairbanks Company, Sales 
Agents. Canadian Fac- 
tory: Dart Union 


Limited, Toronto 
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Fig. 118 
No. 5—*4-inch Compound Injector. Patented 
in U.S., Canada and Foreign Countries. 


An automatic water softener and 
scale remover that is really auto- 


matic, that operates unfailingly and 
pays you a fine profit—isn’t it worth 
investigating? Write us today. 


COMPOUND INJECTOR & SPECIALTY CO. 


419-421 D. No. Laramie Ave. Chicago, Ill., U. S. A. 


Originators, designers and sole manufacturers of 
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THE INCOMPARABLE 


NIEDECKEN SHOWERS 


give satisfactory service in the largest shower 
installations IN THE WORLD 


Write for Bulletin D-10X 


HOFFMANN & BILLINGS, MFG. Co. 
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contracts on the three-story addition to the St. Luke’s hos 
pital being built in that city. J. K. Vanderbilt, 1645 Hen- 
nepin avenue, Minneapolis, is the architect, and G. M. Orr, 
307 Baker building, Minneapolis, is the mechanical engi- 
neer. 

The Sher-Hendrickson Co., 20 East First street, Duluth, 
Minn., with a bid of $12,530, has been awarded the plumb- 
ing contract on the new 4-story city hall being built at 
Fourth avenue, West and Second street in that city, at a 
cost of $600,000. The contract for ventilation was 
awarded to the Walker Jamar Co., 367 South First ave- 
nue Kast, Duluth, at $22,665. All bids taken on the steam 
heating system were rejected and new bids will be taken. 
Thomas J. Shefchik, 313 Glencoe building, is the architect. 

Plans are being made by Proudfoot, Rawson & Souers, 
810 Hubbell building, Des Moines, Iowa, for the Broad- 
lawns hospital to be built at Sixteenth street and St. Jo- 
seph avenue in that city, at a cost of $400,000. 


Sears, Roebuck & Co., Arlington and Homan avenues, 
Chicago, Ill., are having plans made by George C. Nim- 
mons & Co., architects, 122 South Michigan avenue, Chi- 
cago, for a 12-story mail order plant and store building to 
be built at Lake street and Tenth avenue South, Minne- 
apolis, Minn., at a cost of $3,500,000. Martin C. Schwab, 
Chicago, is the mechanical engineer. 


The Broman-Plaunt Co., 121 North First avenue West, 
Duluth, Minn., has been awarded the plumbing and steam 
heating contracts on the girls’ seminary building which 
is to be built at Kenwood Park by the Villa Sancta 
Scholastica School at a cost of $200,000. O’Meara & Hills, 
1611 Pioneer building, St. Paul, are the architects. 

James Conroy, 246 Prior avenue, St. Paul, Minn., has 
been awarded the contract for plumbing, steam heating 
and ventilation on the new theater to be built at Roches- 
ter, Minn., by Finkelstein & Ruben, 425 Loeb Arcade 
building, Minneapolis, at a cost of $250,000. Ellerbe & 
Co., 692 Endicott building, St. Paul, are the architects. 

The Rochester Plumbing & Heating Co., Rochester, 
Minn., has been awarded the plumbing and steam heating 
contracts on the three-story home for nurses which is to 
be built in that city by the St. Mary’s Hospital at a cost of 
$300,000. C. H. Johnston, 715 Capital Bank building, St. 
Paul, is the architect. 

The North Dakota State Board of Administration, Bis- 
marck, N. D., has selected Van Horn & Ritterbush Bros., 
209 Ninth street, Bismarck, to make plans for an officers’ 
dormitory building at the North Dakota state penitentiary 
in that city, which is to cost about $75,000. 

Coming from a family which has had plumbers in it 
for more than 100 years, Donald A. Ingram of Lake 
Geneva, Wis., was one of those who received his diploma 
recently from the Industrial Commission of Wisconsin. 
He has just finished his apprenticeship. His two brothers 
are plumbers, and his father, William A. Ingram, also 
operates a plumbing shop. His grandfather and great- 
grandfather were both plumbers, and the boy’s father re- 
ported that in 1820 his grandfather, Peter Ingram, worked 
in the Clyde shipyards in Scotland as a marine plumber. 

M. G. Lippincott of Hornell, N. Y., was low bidder on 
the addition to the Columbian School, for the heating and 
ventilating contract, with a bid of $16,949. 

Bids will soon be taken for the construction of a two- 
story Y. M. C. A. building at Newton, Iowa, to cost $15),- 
000. Henry Raedor, 20 West Jackson boulevard, Chicago, 
is the architect. 

A two-story hospital will be built at Forty-eighth and 
Sumner street, Lincoln, Nebr., by the Bryan Memorial 
Hospital Association, at a cost of $80,000. Meginnis & 
Schaumberg, Lincoln, are the architects. 
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The mechanical equipment in the new post office in 
Syracuse, N. Y., which will include both the plumbing and 
heating has been awarded to the Standard Engineering 
Company of Washington, D. C. The bid on this contract 
amounted to $132,000. 


F. Group & Sons of 607 North Salina street, Syracuse, 
N. Y., recently completed the plumbing and heating work 
in the new $300,000 Elmwood School building, the newest 
and most modern school in the city. The ventilating 
contract was handled by Loyd A. Hungerford, of 108 
South State street. 


Francis & Hartmeier of Fort Smith, Ark., have been 
awarded the plumbing contract on the new $57,249 agri- 
cultural and engineering buildings at the University of 
Arkansas, Fayetteville, Ark. 

Plans are being figured on the $225,000 hotel building 
at SeackHff Park, San Francisco. The structure will con- 
tain 104 rooms with baths. J. L. Stewart, 703 Market 
street, is the architect. 

The High Sierra Development Co. is having plans pre- 
pared for a $200,000 hotel resort near Bishop, Inyo 
county, Calif. In addition to the 56-room main building, 
there will be fifty cottages. 





Upper picture:—H. J. Muller, and his father, John P. Muller, 
Bronx, New York; Anthony Platt, Bronx; H. D. Jost, Brook- 
lyn.—Lower picture: William G. Bergner, secretary, National 
Trade Extension Bureau, Evansville, Ind.; Albert A. Alles, 
Jr, executive manager, Manhattan association; Edward V. 
McGovern, Manhattan; Alexander Brown, secretary, Manhat- 
tan association. At the recent convention of the New York 
State Association of Master Plumbers, held in New York City 


The C. S. Cunningham & Sons Construction Co., 80 
Boylston street, Boston, Mass., has the general contract 
for the 4-story building for a nurses’ home to be erected 
on Highland avenue, Salem, for the Salem Hospital Asso- 
ciation. Haven & Hoyt, 45 Bromfield street, Boston, drew 
the plans. 

Sunderland & Watson, 248 Main street, Danbury, Conn., 
have just completed plans for an addition to the Hotel 
Green on Main street, that city. John Harris, 198 Main 
street, is in charge. 


James A. Milton, 341 Rose street, Lexington, Ky., has 
been awarded the plumbing and heating contracts on the 
new $66,000 apartment building at Lyndhurst place, 
Lexington, Ky. 

John McAllister, Ruston, La., has been awarded the 
Plumbing contract on the new $75,974 school building at 


Tallulah, La. 


The Woolsey Heating Company, Clarksdale, Miss., has 
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A Shower Bath Shield of Beauty 


Just as present day automo- (O) 
biles are things of beauty com- = 
pared to the models of a few 
years ago, so are the C & S 
Shower Bath Shields vastly 
superior in every respect to 
the old canvas curtains. 








Not only are C & S Shower 
‘Bath Shields a big step for- 
ward in the work of beautify- 
ing the bath room but they 
serve their purpose in a far 
more satisfactory manner than 
the clammy, uncomfortable 
canvas. 


Let us tell you how C & S 
Shields will open the way 
to greater profits to you. 








Gw9o 


CRIST © 
SCHILKEN 
CO. 


500 - 508 37th STREET 
PITTSBURGH, PENNA. 


Cc«§ 


‘. door that opens way to bigger profits 
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Priced Right 


The New KALAMA- 
ZOO Water Supply 
System is priced right. 
The best of it is you 
keep your first profits, 
because there are no 
expensive service calls 
to make. Sixteen years 
experience, and honest 
manufacture have 
given us this perfect 
result. 


Write for full details 


NATIONAL WATER LIFT CO. 
Kalamazoo = M‘chigan 
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Phillips Self- Drilling 
Expansion Shell 


For use in Concrete ceilings for fastening 
hangers made of gas pipe. 
It has standard pipe thread 
so that coupling or other fit- 
ting may be attached direct 
to the shell. Quickly installed 


with the Phillips Spring Ham- 
mer or by hand. 


PHILLIPS DRILL COMPANY 
1537 Cortland St. Chicago, Ill. 











Tank Fittings of Quality 
**McSHANE’’ 


The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Te and Bottom Supply 
Tank Levers and Valves 


1856 1927 





McSHANE 


BELL FOUNDRY CO. 
BALTIMORE, MARYLAND 
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How Many Times 


— have you been held up on a 
job because you didn’t have a 
suitable pipe bender. The 
Martin Portable Vise Stand 
and Pipe Bender is just the 
thing to guard you ageinst 
just such an occasion. You 
can take it with you wherever 
you go for it only weighs 
FIFTY POUNDS. You can 
try the Martin for ten days 
absolutely without cost to you. 
At the end of that time we 
know you will want to keep 
it always. 


H. P. MARTIN & SONS 
626 E. 2nd St. 3: Owensboro, Ky. 
, ahem 
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been awarded the heating and plumbing contracts on the 
new Agricultural High school and Junior high school 
building at Moorhead, Miss. 

The Walker Heating Company, Houston, Tex., has been 
awarded the heating and plumbing contracts on the $37,- 
700 addition to the Robert Louis Stevenson School, 
Larkin and West streets, Houston, Tex. 

F. Wahrmund of San Antonio, Texas, has been awarded 
the plumbing on the Apfel residence in that city. 


C. A. Mullins of Corsicana, Texas, has been awarded 
the plumbing and heating contracts on the $75,000 hos- 
pital in that city. 

Seattle, Wash., will build a civic auditorium. At a 
recent election the city voted its approval of the project 
by, a majority of close to 15,000. Bonds in the sum of 
$900,000 will be issued to finance the undertaking. 


Marking the third building of its kind in the United 
States, members of the Sacramento, Calif., Order 
Eastern Star have announced that they will erect a build- 
ing to cost $100,000. It will occupy a site on K street, 
opposite Sutter’s Fort, between Twenty-seventh and 
Twenty-eighth streets. The building committee is secur- 
ing plans from a local architect. 


of 


Following a resolution by the San Rafael, Calif., city 
council, the question of issuing bonds to finance construc- 
tion of a new sewer system will appear on the ballot of 
the April city election. City Manager H. K. Brainard 
announces that the cost will be approximately $110,000. 

Bids on the new half million dollar University 
Washington Athletic Pavilion were recently opened in 
Seattle. The University Plumbing & Heating Co. was low 
on the heating and ventilating with a bid of $50,618, and 


of 


| the Rautman Plumbing & Heating Co. submitted the low 


figure of $57,092 for the plumbing. The awards will be 
made at an early date. 

The erection in Portland, Oregon, of a million dollar 
motion picture theater and a ten-story hotel to cost an 
additional $550,000 was assured when J. H. Hoffman re- 
cently obtained the general contract. 

Contract for the erection of a machine shop for the 
Judson L. Thomson Manufacturing Company at Roberts 
Station, Waltham, Mass., has been awarded to L. H. 
Shattuck, Inc., of Manchester, N. H. Plans drawn by 
Arthur F. Gray of Boston provide for a building of three 
stories and basement, 125 by 60 ft., and of brick con- 
struction. 

John B. Dolan has been awarded the contract to build 
the new central fire station for the city of Boston, Mass., 
on his bid of $210,550. The structure, which is to be 
located at Broadway and Warrenton street, is to be of 
brick and limestone, first-class construction, three stories 
and basement, 105 by 70 ft. 

Plans are being prepared in the office of Saul E. Moflie 
of 51 Cornhill, Boston, for a brick apartment house, to be 
erected at Hutchins street and Elm Hill avenue, Roxbury 
district of Boston, for the Artruss Realty Company. The 
plans call for a structure of three stories, to contain 
thirty-six suites, and to cost in the neighborhood of 
$175,000. 

The Dixie Heating & Ventilating Co., of Houston, Texas, 
has been awarded the plumbing and heating contracts on 
the office building and warehouse for the Carnegie Steel 
Co. 

The First Baptist Church of Caldwell, Tex., is con- 
sidering plans for a new edifice to cost $35,000. Rev. 
W. O. Wright is the pastor. 

S. Sherry of Hartford, Conn., will do the plumbing on 
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three apartment buildings to be built by Dolgin Brothers 
on Woodland street in that city. 


The Hameline Company of Utica, N. Y., will do the 
plumbing in the new annex of the Hamilton high school 
of Hamilton, N. Y., which will be built by Barlow & Avon 
of Syracuse, N. Y. The heating plant will be installed 
by Paul Hamijy, also of Utica, N. Y. The building will 
contain 12 class rooms and a gymnasium and will cost 
about $150,000. 

In addition to a $110,000 United Church Theological 
College, a Church of England college to cost $125,000 
will be erected at Vancouver, British Columbia. 

The Santa Rosa Infirmary of San Antonio, Tex., is 
having plans prepared by Atlee B. & Robert M. Ayres, 
architects, Bedell building, for the construction of a 
five-story hospital building. The new unit will be of 
brick, stone and concrete with 100 rooms and baths, 
and will cost $500,000. 





























Top picture, left to right: H. A. Fairchild of Hiawatha, Kan- 
sas; R. M. Ousterhout of W. B. Young Supply Co., Kansas 
City, Mo. Middle picture: F. P. Hale of Kansas City branch 
Chandler Pump & Supply Co.; Thos. Lanphier of H. A. Thrush 
Co., Peru, Ind., and J. A. Voran, of Pretty Prairie, Kans.— 
Lower picture: LeRoy Sollors and Chas. Wright, both of 
Eureka, Kansas; W. P. Clayton, Duro Co., Dayton, Ohio. At 
the recent state convention of the Kansas State Association 
of Master Plumbers at Wichita 


W. C. Keith, 546 Keith building, Beaumont, Tex., and 
associates are having plans made for the construction of 
a 12-story hotel building to have 250 rooms with bath 
and to cost $1,000,000. 

W. W. Dick, 246 Bellemeade street, Greensboro, N. C., 
has the heating contract on the $500,000 addition to the 
Exchange National Bank of Greensboro, N. C. 

John Wattinger, 3805 avenue H, Austin, Tex., has been 
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Wade Downspout Heads 


Save your time and your patience 
by using Wade Downspout 
Heads. There are no complicated 
joints to make and no expansion 
joint is necessary. They merely 
slip on. They come equipped 
with removable beehive grating 
making cleaning very easy. 








Write for our cata’og 


Wade Iron Sanitary Mfg. Co. 
551-53 Fulton Street Chicago, Illinois 





















































GUARANTEED FOR 3 YEARS 


(O HE CopRtoP STOPS tank ball G) 
troubles. Has a metal top that pre- 
serves shape, prevents stretching and 

elongation and cannot corrode. 


The bottom is high grade molded rubber — not 
blown. Hence the walls are of uniform thickness 
and resiliency. Due to perfect shape and balance 
of the ball, seating is uniformly satisfactory and 
fe. manent. 








Sold through Jobbers only. 
E’'Send For FREE TRIAL BALL To 


AMERICAN RUBBER PRODUCTS 
CORPORATION 


J. M. LYONS, 48 E. 41ST STREET, 
NEW YORK 
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and Curtis Company 


Pipe Cutting and 
Threading Machines 
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Range 1/2 - 3” Electric 


COMPARED WITH 2-INCH MODEL 


The first cost of this three-inch model is only slightly 
higher than the two-inch machine. Think of the increase 
in effective range and yet it is as readily portable. 

Curtis machines are equipped with extra wide dies for 
long life and give full length true taper threads. Many 
other advantages not found on moderate price machines 
are also built into these machines for service. 

Readily portable models: 14-2; 14-3; 1-4 in. 

Other models: 1-6; 1-8; 214-12; 8-16 in. 


Factory: 318 Garden St., Bridgeport, Conn. 
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awarded the contract to remodel the plumbing in the 
building at Eighth street and Congress avenue, Austin, 
Texas. 

The Service Co., 1522 First avenue, Columbus, Ga., has 


| been awarded the heating contract on the $42,000 Sunday 


school for the First Methodist Church, South, at Augusta, 
Ga. 


Johnston & Longworth, of Richmond, Va., have been 
awarded the heating contract, and Branch & Andrews, 7-9 
fast Washington street, Portsmouth, Va., have been 
awarded the plumbing contract in the erection of the 
$93,000 additions and alterations to the Sunday school 
building of the Christian church at Suffolk, Va. 

J. J. Looney, 1000 Virginia street, Vallejo, Calif., has 
secured the plumbing contract on the reinforced concrete 
building which is to be erected in that city for the local 
public service corporation. 

With the announcement of the merger of the H. C. 
Capwell Co. of Oakland with the Emporium of San Fran- 
cisco, recently made public by H. C, Capwell, comes the 
statement that the combined interests will erect in Oak- 
land one of the largest department stores on the coast. 
There will be two buildings, the larger one is to contain 
five stories and two basements, providing twelve acres of 
floor space, and is to be located on the block bounded by 
Nineteenth and Twentieth streets, Broadway and Tele- 
graph avenue. In conjunction with the department store, 
there will be erected a huge food market on Telegraph 
avenue, between Nineteenth and Williams streets. The 
cost of the department store and market will total ap- 
proximately three million dollars. Plans for the mam- 
moth institution will be under way at an early date, so 
as to allow construction to proceed at a rate that will 
make possible the opening of the big store in time to 


take care of the 1928 Christmas shoppers. 


The North Shore Properties, Inc., 114 Amity street, 
Flushing, L. I., N. Y., has commissioned Andrew J. 
Thomas, 2 West Forty-sixth street, New York, to pre- 
pare plans for a modern apartment house to be erected 
on Stone street, Danbury, Conn., to accommodate 150 
families. The project will cost $800,000. The same cor- 
poration has tentative plans for a similar project at 
Winsted, Conn., where it has already acquired property. 

Weymouth, Mass., is contemplating the construction of 
a new grade school to accommodate the children in the 
Pond View District, and an addition to the school on 
Pleasant street. P. T. Pearson is superintendent of 
schools. 


Waterbury, Conn., is completing plans for a sewer 
construction program to involve an expenditure of $5,000,- 
000. Robert A. Cairns, city engineer, is in charge. 

Charles R. Greco, 11 Beacon street, Boston, Mass., is 
to prepare the plans for a‘ home for aged people at 
Augusta, Me., for the Boston Daughters of Maine. The 


new building will cost around $150,000. 


The State of Rhode Island has appropriated $1,000,000 
for its state institution to include a new hospital building 
at the Wallum Lake Sanatorium to cost $125,000; a hos- 
pital structure at the state prison to cost $160,000; a new 
ward at the state hospital to cost $250,000; and another 
building at the state infirmary to cost $270,000; also a 
ward building at Exeter school to cost $175,000. These 
institutions are located at Cranston, R. I. 

Bigelow Kent Willard & Company, 31 St. James ave- 
nue, Boston, Mass., have been commissioned to prepare 


plans for several additional buildings at the Rhode Island 
State College at Kingston, R. I. The projects will in- 


volve an expenditure of approximately $750,000 and will 
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ne include a powerhouse addition, men’s dormitory, gym- 
» nasium, engineering building, library and drill hall. 
York & Sawyer, 100 East Forty-second street, New 
as York, has completed the working drawings for two addi- UMBING 
ny tions to the library for the Middlebury College at Middle- PECIALTIES 
a, bury, Vt. Plans call for a one- and a two-story building, 
oni SORED S. Here is an extra heavy long wear- 
n V. J. Kenneally, 256 Dover street, Boston, Mass., was ing drum trap furnished with nickel 
9 low bidder on the heating contract on the addition to the plated brass top. We also make 
- West Junior high school to be erected at Waverley, Bemis traps with galvanized bodies. Our 
“ and Westminster avenues, Watertown, Mass. The con- whole line is backed by our long 
“- tract amounts to $10,740. experience and by our guarantee. 
A. O. Burrill & Co., Skowhegan, Me., have been awarded ’ 
- the plumbing and heating contracts on the girls’ grammar a Write for Catalog 
school which is to be built at Hinckley, Me., for the Good * 
te ire The Washington Metal Products Co. 
al Will Home Association at a cost of $150,000. Washington C. H., Ohio 
The William Coulson Co. of 50 State street, Boston, 
Cc. has been awarded the contract for the erection of a new 
n- six-story bank and office building at Cambridge, Mass., for 
he the Central Trust Co. of that city. Air-Tight Steel Tank Co. . 
PITTSBURGH, PA. 
k- Joseph Rugo of 80 Boylston street, Boston, Mass., was 
st. the lowest bidder for the construction of the proposed new 
in surgical building at the Boston City Hospital. His bid , 
of amounted to $588,000. 
by The Van Dyck Plumbing & Heating Co., 929 Sixth 
le- street, Des Moines, Iowa, has been awarded the plumbing 
oss contract on the 3-story dormitory building at the Iowa 
oh State College, Ames, a $175,000 structure. 
1e 
»- J. W. Darragh, 201 Fourteenth avenue, Cedar Rapids, 
i Iowa, has been awarded the plumbing contract on the Tas FOR: gp pe a een 
* 3-story 96x200 theater and store building to be built at ment—Open top—Welded. LS a Eeuine jeer y Crened 
* the corner of West Fourth and Water streets, Waterloo, tanks for high pressured Sea ee SS, 
te Iowa, by the Venice Realty Co. The heating and venti- 
lating contract has been awarded to Linehan & Molo, 472 
' Main street, Dubuque. ‘ 
J. The contract for the plumbing and steam heating in the THE PETERS 
ec 4 and 6-story dormitory at Carlton College, Northfield, 
od Minn., has been awarded to P. J. Gallagher Plumbing & ALL-IN-ONE 
50 Heating Co., 415 Central avenue N, Faribault, Minn. The Electric automatic 
i cost of the building amounts to $225,000. apodeme > 
at system. Equipped 
with a shallow-well 
y. pump for general 
f water service or a 
. rain water system. 
he It’s absolutely 
automatic. 
on 
of Write for details ; en —— 
PETERS PUMP CO. Peters Automatic % 
er KEWANEE ::_ ILL. Electric Water System 
),- 
is 
: WHEELING 
he . 
SANITARY MFG. CO. 
Wheeling, W.VAae i 
0 Types of boilers for heating the home exhibited by the L. J. , 
g Mueller Furnace Co., Milwaukee, at the fifth annual Mil- 
oa waukee Home Show High h Grade Plumbers 
Ware wo-Fire 
es The M. & D. Construction Co. of Boston, Mass., has been Plate “ieee 
awarded a contract to build a block of six stores at Mil- 24x30 inches and 26222 
i ford, Mass., for the Milford Realty Co. The architect is Plate 126-E “The Tran- 
; 1 white 8 
George Nelson Jacobs of Boston. 95s woter Chenot bose 
bination, including— 
‘ J. A. Freitas and the Scott Co., both of Oakland, Calif., i 
a have secured the plumbing and heating contracts, respec- a oo — 
a tively, on the new hotel on Broadway, near Thirty-eighth vith special [a 
i street. Engineering Catalog 
The Shaw Gas & Plumbing Company, Texarkana, Tex., 
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| Stasco Seats are Sold 
Only Through Plumbing 
and Heating Channels 




























Be “Stasco” advertising is concentrated in magazines id { 
; i read exclusively by people who take interest in their i } 
| semanas apes homes and spend money on them. bees 2 
j The makers of “Stasco’ Seats can profit only as ine 
k +4 the master plumber profits. If your wholesaler o 
| | | can't supply you write direct to us for complete Ase 
|] information a 
1 | 
__ Standard Tank & Seat Company Lad 
eee le | ae we 
| “46 ‘ Camden, N. J. ye 
Fe laa os 
H | ~4 





Put Your Shop 
On Wheels 











he 


ROGACO Portable 


. 
Electric 
Pipe Machine 
will not only cut, thread and ream more pipe than six 
men could by hand, but can be easily moved to any 


part of the shop or job, thus saving innumerable steps 
as well as time. Yet ROGACO portability is only one 
of its many advantages. Write us for complete data 
regarding the rest—at once. 


Robbins Gamwell & Co., Pittsfield, Mass. 
(nN RA EERE ABER 
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has been awarded the plumbing and heating contract on 
the new $130,000 Junior College school building at Tex- 
arkana, Tex. 

St. Augustine’s parish, Rev. M. W. Barry, pastor, Hart- 
ford, Conn., is having plans drawn for a parochial school, 
to contain 13 class-rooms. 

Separate contracts will be asked for the public school- 
house and library for the town of Brookline, Mass., at 
Heath and Oak streets. Plans are being drawn by Kilham, 
Hopkins & Greeley, 9 Park street, Boston. 


Wentworth Home for Chronic Invalids, Portsmouth, 
N. H., will build a $70,000 addition from plans by Robert 
Coit, 9 Park street, Boston. 

Plans for a four-story addition to the St. Johnsbury, 
Vt., hospital are being drawn by H. K. Wheeler Corp., 9 
Main street, Nashua, N. H. 

J. M. Anderson, Cokerville, Tenn., has been awarded 
the plumbing and heating contracts on the $70,000 court 
house at Gainesboro, Tenn. 

F. R. Heck, 2028 Humboldt avenue, Birmingham, Ala., 
has been awarded the plumbing and heating contracts on 
the new residence for the Mountain Brook Estates, Bir- 
mingham, Ala. 


Allen Engineering Co., Amarillo, Texas, has been 
awarded the heating contract on the $30,000 residence for 


| Otis Phillips, 1000 Jefferson street, Amarillo, Texas. 


| 


| 


The Dallas Plumbing & Heating Co., McKinney avenue, 
Dallas, Texas, has been awarded the heating and plumb- 
ing contract on the $15,000 residence for George Allen, 
Dallas, Texas. 


Wenzel & Henoch Co., Milwaukee, Wis., has been 
awarded the plumbing contract on the $50,000 Parish 
house which is to be erected by the Church of the Refor- 
mation, at Thirty-fifth street and Garfield avenue, Mil- 
waukee. 

David Stern Plumbing Co., Milwaukee, Wis., has been 


| awarded the plumbing contract for the $20,000 apartment 
| building to be constructed at 1915 Brown street, Mil- 








waukee. 

Ed Hoffman, Milwaukee, Wis., has been awarded the 
plumbing contract on the new $19,000 store building at 
2611 North avenue, Milwaukee. 


The Pflugradt Heating Co., Milwaukee, Wis., has been 
awarded the heating contract on the new $24,000 apart- 
ment building at 361 Seventeenth avenue, Milwaukee. 

W. H. Egan, Milwaukee, Wis., has been awarded the 
plumbing contract on the new $38,000 apartment building 
which is to be constructed at Shorewood, one of the sub- 
urbs of Milwaukee. 


The West Allis Plumbing & Heating Co., West Allis, 
Wis., has been awarded the plumbing contract for the 
store building under construction at Eighty-second and 
Greenfield avenues, West Allis. This company also has 
been awarded the plumbing contract on the store building 
under construction at 6001 George avenue, West Allis. 


Hi-Pointe Plumbing Co., 6824 Clayton street, St. Louis, 
Mo., has been awarded the plumbing contract on the new 
$30,000 dwelling for the Ribara Realty Co., 1205 Fuller- 


| ton building, St. Louis, Mo. 


West & Gutzeit, 425 Main street, San Antonio, Texas, 
have been awarded the plumbing and heating contract on 
the $50,000 residence for Col. B. R. Webb, San Antonio, 
Texas. 

C. E. Bates, Inc., of Madison, Wis., has been awarded 
the plumbing contract on a cold storage building being 
erected in that city for Oscar Mayer & Co., packers, at a 
cost of about $120,000. 
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Automatic 
Control 


Efficient 


Durable 
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"THE HOTSTREAM HEATER COMPANY 
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on 
atrous 


Plumbing Fixtures 


Dependable action and thorough modernity have caused the rapid adoption of Watrous 
plumbing specialties for the most up-to-date type of buildings throughout America. 











HE efficient action of Watrous fixtures and their freedom from com- 
plexity is well illustrated by the Watrous lavatory waste, illustrated 
on the left. It has approximately one-third the parts used in other wastes, 


and is easily cleaned without dismantling. 


The operating rod is provided with a universal ball joint to compensate for 
different hole spacings. A swivel feature connects the operating rod with 
the lever, permitting a rocking action to lift and lower the waste plug, and 
is adjustable for various thicknesses of lavatories. 


The conical expansion spring as applied to this waste serves the double pur- 
pose of maintaining a leak proof joint by its constant pressure and also holding 
the waste plug firmly in either an open or closed position. 


Note the contrast with other wastes having complicated screws and intricate 
adjusting rods, and waste plugs with leaky stuffing boxes, continually getting 
out of order. These objections have been entirely eliminated in the Watrous 


WATROUS 
LAVATORY WASTE lavatory waste. 





WATROUS 


NOTHER example of simple and efficient action is the Watrous flush 

valve, shown on the right. Its design promotes correct sanitation 

} and prevents water waste by delivering the exact quantity of water required 
' for a thorough flush by the make of closet with which it is used. Adjust- 


ment is effected by simply turning a screw. 





This vitally important feature should not be confused with regulation for varying degrees of pressure. 
The Watrous valve requires no regulation, from highest pressure down to approximately 5 Ibs. 


Having a 25% larger diaphragm-area in the control chamber, the Watrous valve can be relied on to 
close off, even under low pressure conditions, where other valves often fail. 


It has a larger water-way per second of opening, and therefore delivers water with extra volume and 
“punch,” which insures prompt flushing action. 


Write for full details. Loose-leaf catalog pages sent on request. 


PLUMBING DIVISION 


Watrous Flush Valves—Duojet Closets—Self-Closing Basin Cocks—Combination 
Lavatory Fixtures—Pop-Up Wastes—Liquid Soap Fixtures, etc. 


Sold by leading plumbing jobbers throughout the United States. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


1231 West Harrison Street BRANCH SALES OFFICES CHICAGO 
H. D. Tuck, 404 Marquette Bldg., Detroit, Mich R. J. Shank, 920 Grand Ave., Des Moines, Iowa 
W. E. Blair, Jr., c/o Coronado Hotel, St. Louis, Mo. Continental Sales Co., 924 Metropolitan Life Bldg., Minneapolis, Minn. 
Thos. J. O’Brien, 1812 Exchange Bidg., Memphis, Tenn. Rex W. Williams, 402 Scott Bldg., Salt Lake City, Utah 
Dillard Eng. Co., Construction Industries Bldg., Dallas, Tex. Wm. P. Horn Co., 237 Rialto Bldg , San Francisco, Cal. 
T.A.S. Hall, 318 So. 5th St., Louisville, Ky. L. C. Coombs, 1815 Rodney Drive, Los Angeles, Cal. 


Wm. P. Horn Co., L. C. Smith Bldg., Seattle, Wash. 
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Opry Heating & Plumbing Co., 163 Cotton avenue, 
Mecon, Ga., has been awarded the plumbing and heating 
contracts on the $80,000 Library building at Great Wes- 
leyan College, Macon, Ga. 

W. M. Johnson Plumbing Co., 630 Eighth avenue, Hunt- 
ington, W. Va., has been awarded the plumbing and heat- 
ing contracts on the $66,626 high school building at Pike- 
ville, Ky. 

Warburton-Beacham Co., 105 West Capitol street, Jack- 
son, Miss., has been awarded the plumbing and heating 
contracts on the $90,000 elementary school buildings at 
Jackson, Miss. 

Alonzo B. Hayden, Pass Christian, Miss., has been 
awarded the plumbing and heating contracts on the 
$42,900 dormitory and gymnasium at the Harrison-Stone- 
Jackson Counties Agricultural High School and Junior 
College at Herkinston, Miss. 

Town of Bedford, Mass., will build a new high and trade 
school. Plans are practically completed by Derby & Rob- 
inson, 3 Joy street, Boston. 

Plans are ready for the Home for Aged, Arlington, 
Mass., Mrs. D. Fletcher Knight, 11 Tanager street, Arling- 
ton, president; Charles R. Greco, 11 Beacon street, Boston, 
architect. 

Rockingham Hotel, Portsmouth, N. H., will make ex- 
tensive alterations and additions. Dow, Harlow & Kim- 
ball, 184 Boylston street, Boston, are the architects. 

Artruss Realty Co., 18 Park View street, Roxbury dis- 
trict, Boston, will erect a 36-apartment building costing 
$175,000 on Elm Hill avenue. 

Plans are ready for figuring at the office of George 
Fanning, 221 Essex street, Salem, Mass., for an apart- 
ment block to be erected on Lafayette street. 
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Harvard Housing Trust, 9 Park street, Boston, will 
erect an 18-apartment building on Shaler lane, Cambridge, 
Mass. Kilham, Hopkins & Greeley, 9 Park street, Boston, 
are the architects. 


A 32-apartment block will be erected by Hyman Tasker, 
27 School street, Boston, at 19-21 Shepard street, Cam- 
bridge. Owner will do the general contract work and let 
sub-contracts. The structure will cost $100,000. 

A junior high school will be erected by Watertown, 
Mass., at a cost of $100,000, from plans by George F. 
Newton, 6 Beacon street, Boston. 

A new central fire station will be erected by the city 
of Boston at Broadway and Warrenton streets. John M. 
Gray, 175 High street, is the architect. 

Kendall, Taylor & Co., 142 Berkeley street, Boston, are 
completing plans for a Nurses’ Home for the Leominster, 
Mass., hospital. 

A nurses’ home will be erected by 
City hospital. Fuller & Delano, 44 
cester, are the architects. 


Mass., 
Wor- 


Worcester, 
Front street, 


Members of the Masonic fraternity at Dedham, Mass., 
are in the midst of a campaign to raise $70,000 for a new 
Masonic Temple, plans for which, as drawn by Architect 
James G. Hutchinson of Dedham, have been accepted. It 
is expected ground for the new structure will be broken 
within a few weeks and the building itself completed by 
fall. The contracts are yet to be let. 

Bids will soon be opened for the construction of a 
postal building at Winchester, Mass., for the United 
States Government. Plans for the structure, as prepared 
by James A. Wetmore, supervising architect at Washing- 
ton, D. C., provide for a building of brick and limestone, 
two stories and basement, and 70 by 65 ft. 





Easy to Install 


Easy to Sell 
Sold by Plumbers Everywhere 


requcjttate 


KAUSTINE SEPTIC TANKS ARE OF 


KNOWN QUALITY AND ESTAB- 
LISHED REPUTATION 
That’s why they will get the busi- 


ness for you and show you a more 


generous margin of profit. 
VERY home in every unsewered district in 
your community offers you an eyeyereraatiitiay i <a) 
make a large profit and secure for yourself new 
and satisfied customers if you are equipped to sell 
and install Kaustine Septic Tanks. We are ready 
and eager to equip you to supply this demand. 
Write us about our proposition to you. Ask for 
Pocket Manuel No. 30--it's full of facts and infor- 
mation you need. 
KAUSTINE COMPANY, Inc. 
PERRY ,N. Y. 


Cunadian Office and Factory at Dundas, Ont. 


Septic 
Tanks 
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Hanna Bali Joint 
Pipe Hanger 


Guaranteed Strongest Made 


The “Ball Joint” Pipe Hanger 


swings in any direction. Pipe can 
be adjusted higher or lower without 
removing hanger. 


Made of malleable iron. 
Write for “‘Our Silent Salesman” 


The Penn Engineering Co. 


312 Cherry Street, Philadelphia, Pa. 





Always 

A tight, fine fit with the 
leak hazard entirely re- 
moved whenever you 
Y% pitch ~—suse 


“OVERTON?” Roof 
Flashings 






fr 
ial 


‘8 BUTLER MANUFACTURING COMPANY 


ic) 


Write for descriptive matter 
fal 
] MINNEAPOLIS, MINN. 


ADAMO PAPDPPBPBPBUD ADP! 





For the Ritz Carlton 
in Boston 


Here is pictured one of a series of 
1,500-gallon boilers manufac- 
tured by the Gerstein & 
Cooper Company for 
e Ritz Carlton 
Hotel n 

Boston. 


The best 

was demand- 

ed for this job— 
Gerstein & Cooper 
Company was awarded 
the work, of course. 


They are of extra heavy copper 

and are 4 feet in diameter and 16 
feet long, with a George A. Weld & Co. 
removing heating element. 


GERSTEIN & aie co. 
1 and 3 W. Third Street Boston, Mass. 
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YAGER’S 
Soldering Paste 


Solders all metals but 
aluminum. 
Quick and economical. 


Buy it here or of your 
dealer, 2-0z., 8-oz., 16- 
oz. cans. 





Write to Dept.“‘D”’ for samples 


ALEX R. .. BENSON CO., Inc., Hudson, N. Y. 


For list of distributors see 1927 McRae Blue Book 
Sales Agency for Canada: Canadian General Electric Co , Ltd., Toronto and Montreal 
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S wimming - Pool NE ews 


An outdoor swimming pool will be one of the attrac- 
tions offered purchasers of lots or homes in Kensington, a 
subdivision now being developed in the suburbs of Balti- 


| more, Md., by the A. J. Watkins Realty Corporation. 


The Young Women’s Christian Association at Hatties- 
burg, Miss., will erect a building to cost approximately 
$25,000, according to E. C. Hearon & Son, architects at 
Hattiesburg. The building will include a swimming pool, 


auditorium, clubrooms and a library. 
The Young Women’s Christian Association of Raleigh, 


| N. C., has started work on a swimming pool, 20 by 60 ft. 


The J. F. Holley Construction Company, 817 Nineteenth 
street, Birmingham, Ala., has the contract for the con- 
struction of a swimming pool at the Alabama State Fair 
grounds. The new pool will be of concrete, 185 by 350 ft. 
with a sand beach. A chlorine purification plant, filtra- 
tion process and laundry will be installed. The cost is 
estimated at $150,000. 

The Southern Sanitary Swimming Pool Company of 
Tulsa, Okla., has the contract to install the sanitation 
and purification plant at Reding’s Mill resort swimming 
pool at Joplin, Mo. The plant includes filters, aerators, 
chlorinators, cold water fountain and scum gutters. 

The Oakhurst Country Club of Tulsa, Okla., plans the 
construction of a new swimming pool of reinforced con- 
crete, 120 by 60 ft. A new stucco bath house will also 
be erected. Complete sterilization equipment will be in- 
stalled and the pool will cost approximately $14,000. 

The Department of Parks, Hartford, Conn., has been 
granted an appropriation for the construction of wading 


pools at Pope and Riverside parks. R. N. Clark is city 
engineer. 


Bath a Day Movement 


Undoubtedly as the present plans for expanding the merchandis- 
ing effort of the industry grow, there will be shown an even 
greater interest in the Bath a Day 


Movement than in the past. Already 
it is apparent. One city is planning a 
co-operative effort; and the campaign 
ca'ls for almost a city-wide distribu- 
tion of copies of “The Story of the 


Bath.” The reason is obvious; any 
co-operative selling effort must be educational in its nature. The 
Bath a Day Movement fulfills perfectly the requirements of such 
a campaign, and the booklet, “The Story of the Bath,” carries 

its message in a style as interesting as good fiction. 


\ , JE HAVE spoken of the number of men who are 
distributing copies of “The Story of the Bath’’ to 
members of the Rotary, Kiwanis, Lions, Booster 
and other service clubs. ‘Rotarian George McCrary,” of 
the Standard Sanitary branch in Birmingham, Ala., has 
just ordered a supply to be distributed to the members of 
his organization. On the front cover has been printed the 
words with which the previous sentence begins. 

If you have never read “The Story of the Bath’’ you can 
have no idea of the interest-compelling nature of its 
pages. Like a good novel, it carries the reader through 
from the first page to the last. It is humorous, it is 
factful, it is well written. It has that intangible character 
which makes a book successful. 


Ask for a free copy. Read it and you'll be planning t0 
put it to work for you. 


A 
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, et it (AUTOMATIC) 
ti- | | 
and HERE IT IS! 
nd COURAGE Good steady profits. 
ely Some men may smile in the face of death, Forget os yP 
at While others only frown, No servicing. 
ol, But the man worth while it! Offers your customers real 
a up ge who can ang e saving in gas combined with 
y wen his garters com WN, . 
- eT eT ca absolute safety for his Gas 
ui Tank Water 
nth SO THEY DISCARDED THE FLY SWATTER Heater 
on- A clothing dealer had to leave his store to call on his . 
‘air insurance agent. He had to leave his store in charge of his Guaranteed 
ft son, Joey. f t 
‘ “You understand the price marks, Joey?” he asked, “Five or woyears. 


dots for $25, six dots for $30, and so on.” 
1s “Sure, father, sure,” said Joey. 
Several hours later the father returned and asked how 


Writetoyour 
jobber or to 


business had been. us for partic- 
; I had pretty good luck, father,’’ said Joey. I sold three l b t 
ion pairs of $5 pants and six of them $55 suits.’’ ulars abou 
ing “$55 suits!” exclaimed the old man. “We ain't got no $55 our 
ors suits. You know our $35 suits is the highest what we've got.” 


“Then the marks is wrong, father.” 
The old man thought for a moment. Then a smile wreathed 
the his face: 
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‘on- “Joey,” he said, ‘Heaven bless them flies.” GAS 
A LITTLE POME BY “sy” SHUT OFF 
as era 8 buttons seem PATENTED 
A little tighter, P 
_ . The Oven Equipment & Mfg. Co. 
Out where the buckles shine Sces Since C 
: ‘ : ~ - onn. 
ling A little brighter, : ; cee 
city Out where the girth becomes 





A little longer, 
Out where the straining seems 
| : A little stronger— 
That's where the vest begins. 


Our 
) Catalog 
in ~ 






































A MISTAKE SOMEWHERE 














ndis- ’ gas . ae ; — 
The convivial gentleman was having difficulty in finding 
even the keyhole. For an hour he had been poking about the 
Day door without achieving the desired results. A passerby, 
ready seeing his predicament, said, “Say, old chap, you can’t open 
ing 6 the door with that—it’s a cigar.” 
“* » The c.g. looked at the object in his hand, shoved his hat 
parg aside so that he might scratch his head meditatively, while 
vibu- [Fhe took in the situation. Finally it percolated. 
f the “Holy smoke,” he remarked. ‘I musta smoked my latch- 
any key!” P. P. B., Philadelphia. 
The AS USUAL 
such “Where,” asked the judge of the plaintiff, “did the auto- 
arries mobile hit you?” 
“Well,” said the lady, “If I’d been wearing a license plate, 
it Would have been badly bent.” 
» are . : 7 
pe ASK ME ANOTHER 
h”’ to Small Boy: Dad, what’s a net? 
yoster Dad: It’s a lot of holes tied together with a string. Now ION BRAND SEA rS 
,” of fet your books together and go to school. 
has J. N. O'F., Los Angeles, Calif. . : ee a 
, , eee The Lion Brand Seat is astonishing in its 
rs 0 7 ni 7 —_ : 7 inmee . = - 
r WHAT IS ABSENTMINDEDNESS? appearance and high quality. Only the best 
d the A prominent New York lawyer was putting a witness grade kiln-dried wood is used in construction 
through ¢ ard cross examing ; syal i such case ac tig - 
. sha hard cross examination. As is usual in such cases, and it is dowelled front and back to add 
uu can Ae Witness was professing that he could not remember and ciuiiebs- ual h and sturdiness. Be full 
a finally the lawyer made him say that he was absentminded. greater strengt an stur\ INE€SS. autifu y 
of its “What do you think absentmindedness is?” asked the finished with water proof varnish, packed in 
rough lawyer. individual cartons. Ask your jobber. 
it is “Well,” replied the witness, “if a man who thought he had 
racter left his watch at home, took it out of his pocket to see if he 





had time to go back and get it, I would call him a little 


absentminded.” W. K. G,, Mlinois. THE OLMSTEAD-THOMSON MFG. CO. 
ng to —-—- NEW BRITAIN, CONN. 


How's your grandmother's health? me F. 























When you need 
good vacuum 


but the gauge 
stays low 
stop the leaks with 


SMOOTH-ON NO. 3 


= 





ONDENSER and vacuum system leaks 
impair plant economy and add an un. 
healthy surtax to the fuel bill. 


When vacuum gradually drops and won’t 
come back, you will usually find air getting in 
at threaded or flanged joints. Paint every one 
of these with Smooth-On No. 3 and you will be 


sure to get the trouble makers. 


The vacuum will draw the Smooth-On into 
the openings and the Smooth-On will form a 
perfect seal regardless of whether the leak 
comes from a bad fit, weakness of packing or 


from corroded contact surfaces. 


Applying Smooth-On No. 3, at almost no 
cost, brings back the original tightness. 


Many engineers make a practice of applying 
Smooth-On No. 3 to the vacuum joints 


regularly in the same way that packing and 
stuffing box glands are periodically tightened. 





Get Smooth-On No. 3 in 1 or 5-lb. cans or 
25-lb. pails from your nearest dealer or if 
necessary, direct from us. 


THIS BOOK FREE 


if you return this coupon 


Twentieth Edition—Completely rewritten—136 pages 
of new data—193 diagrams, pictures and practical 
hints on at least 200 different uses for Smooth-On. 
Every progressive engineer should have this book— 
get your copy now. 




















SMOOTH-ON MFG. CO. 
Dept. 12, 570 Communipaw Ave., Jersey City, N. J. 


Please send copy of the SMOOTH-ON Handbook, Twentieth 
Edition. 
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Thereis NoTime Like the Present 


TO BEGIN TO USE EPIGRAMS IN YOUR 
SHOW WINDOWS 


and enjoy your profits from the customers they will draw. 
Master plumbers in all parts of the country are using 
them now, and are very well satisfied with the results they 
are getting. If you are not putting an epigram in your win- 
dow every day, you are not securing as many customers 
as you can. 

Every week in this column we publish a number of 
epigrams for use during the following week. It is but 
the work of a moment to put a new one in your window 
each day. It will cost you nothing to try them out and 
be convinced of their worth. It is not often that you 
are able to get something for nothing, but a fair trial for 
the epigrams will prove that it is not impossible. 


The king of Italy knows enough not to try to drive from 


the back seat. 
* * * 


As a good example of co-operation, see how much work 
the boll weevil is making for the silk worm. 
- = a 


One trouble with prison reform is that it reforms the 


prisons instead of the prisoners, 
= + * 


Probably the most difficult ascent is getting up a sub- 
scription, 
* * * 
It rains on the rich and poor alike, if they can’t borrow 
an umbrella. 
a = . 
They should put those “‘silence’”’ signs on the outside 
of Pullman cars where the switch engines could see them. 





PHILADELPHIA ASSOCIATION CONSIDERS CO-OPER- 
ATIVE ADVERTISING 

A poem in favor of association advertising occupies a 
prominent place in a bulletin sent out recently by the 
Master Plumbers’ Association of Philadelphia. The verses 
are sponsored by H. L. Stilwell, chairman of the associa- 
tion’s educational committee, who is stressing the neces- 
sity and advisability of starting a co-operative campaign. 
The question is to be taken up at the next meeting of the 

The verses follow: 
An inch won't make you very tall, 

You've got to keep on growing; 
One little ad won't do at all, 

You've got to keep them going. 
One step won't take you far, 

You've got to keep on walkin’; 
One word won't tell folks who you are, 


You've got to keep on talking. 
* * & 


association. 


The constant drop of water 
Wears away the hardest stone; 
The constant gnawing—“Towser” 
Masticates the toughest bone; 
The constant cooing lover 
Carries off the blushing maid ; 
And the constant advertiser 
Is the one who gets the trade. 

This bulletin also carries President M. J. Feency’s tT 
quest that members attend the graduation exercises of the 
plumbing classes at Northeast Evening High, Central Eve 
ning High and Southern Evening High. The associatioD 
will give a gold watch to the apprentice in each school 
having the highest average. 
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PATENTS 


Plumbing Department 
1,620,695. Gasoline Torch. Oltmann G. Schmidt, 
Fargo, N. Dak. A gasoline vapor burner comprising a 
body having a head portion and a shank portion, the head 
portion being hollow and having a horizontal partition 
wall which divides the interior thereof into upper and 
lower chambers, the shank portion having passageways 


which communicate one with the other and which com- 
municate at their inner ends with the chambers respec- 
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1,620,695. 


tively, a valve for controlling the passage of vapor through 
one of the passageways, and burner nozzles passing 
through the upper and lower walls of the head and en- 
gaging in the partition wall of the head the lower ends of 
the nozzles being closed, the upper ends of the burner 
nozzles being spaced from the surfaces of the walls of the 
upper side of the head, wicks surrounding the discharge 
ends of the burner nozzles. 
+ 4 * 

1,621,164. Drain Device. Joseph L. Hutchings, Olean, 
N. Y. A drain device of the non-freezing type which 
comprises, a threaded stationary member having an axial 
passage therethrough, a threaded movable member opera- 














1 ‘621, 164, 


tively connected to said stationary member, the threads of 
the stationary and movable members being in engagement 
with one another and so cut that said threads may be 
tightly and non-leakably drawn into engagement with one 
another, a vent leading to the axial passage of the sta- 
tionary member, and means for rotating the movable mem- 


ber in fixed longitudinal position relative to the stationary 
member to open and close the vent. 
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50 years 


MANUFACTURING 
PUMPS 





v 
The Buckeye Electric House 
Pump is the product of all these 
years of experience. 
DOUBLE GEAR DRIVE 
PERFECT ALIGNMENT 
RUNS IN OIL—NOISELESS 


AUTOMATIC OPERATION 
EFFICIENT 


Write for bulletin and prices today 


MAST FOOS & COMPANY 
Box 401, Springfield, Ohio 
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OOOO IDOICIDID OOOO) 
Sella Johnson Gas Lighter 


with every Heater SN 
'— we 


And insure your cus- 
tomer’s satisfaction and 
greater profit,to yourself. 
Get the complete infor- 
mation today from your 
jobber or from us direct. 


ANANSI 


Raising RED snumeen to 
hook on wall plate up- 
stairs, lights oneal = 
basement. Dro 

RED RING chute ot 
cont On OSITIVE 


SOOO OOO TTT 


JOHNSON-MURPHY . 
COMPANY 
10226 Woodward Avenue 
Detroit, Michigan 




































“LUCKY STRIKE” 
FORCE CUPS 


Perfectly moulded force cups that 
will stand long and hard usage 
are packed in convenient cartons 
ready for your stockroom. Keep 
a supply always on hand. 


Write for particulars about 
our complete line today! 


LAVELLE RUBBER COMPANY 
320 W. Illinois St. Chicago, IIl. 













DOMESTIC 


Thrifty 
Travelers 


invariably select the Hotel Martinique 
as their headquarters in 


New York | 


There's good reasons for it. This popu- 
lar hotel offers to every guest the 


Comfort 


of home—splendid food at reasonable 
prices and “the best without extrava- 
gance™ in every form of perfect hotel 
service. It will be our 


Pleasure 


as well as yours to welcome you and 
prove that you can live right at the 
right price while in New York. 


A. E. Sincueton, Res. Mer. 


Hotel Martinique 


Affiliated with Hotel McAlpin 
BROADWAY — 32nd to 33rd STREET 
NEW YORK CITY 


| 








ICE-O-LATOR | 
Sales are Ready Sales 


Now is your chance to capitalize on the intense interest , | 
evidenced by the public in modern mechanical refrigera- } 
tion. The Ice-O-Lator system of gas refrigeration will 


make this ready market a profitable one for you. | 


Live dealers will quickly 
realize how easy it is to sell | 
“silent refrigeration at low 
cost” and appreciate the | 
many Ice-O-Lator advan- 

tages that are not found in | 
any other refrigerating unit. | 


Backed by a th-ee year test 
in actual usage and the facil- 
ities of one the largest plants 
in the country. Ask for com- 
plete details—just fill in the 
coupon NOW. 


National Refrigerating Co. 
125 Munson Street 
Fill in the Coupon for Complete Details. 


OST 1586 





New Haven, Conn. 


National Refrigerating Co., 
125 Munson Street, New Haven, Conn. 


— complete details on Ice-O-Lator and the Ice-O-Lator Sales 
an. 


Name.. 


Dealer Jobber (Check which) 


Address 


City and State 
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Heating Department 


1,620,632. Support for Radiators and the Like. Joseph 
F. Broderick, Springdale. Conn. In a device of the char- 
acter described, the combination, with a sheet-metal plate 
adapted to provide a window-sill or the like, said plate 
being bent to provide a longitudinal channel extending 
the length thereof with the edge of said plate projecting 
vertically into said channel and forming a track-rail, of 
a sheet metal bracket having a substantially rigid, vertical, 
outwardly projecting plate provided at its upper edge with 





means adapted to engage a radiator member for radiator 
support, said bracket also having a rectangular flange at 
its supported edge, said flange projecting upwardly beyond 


| the upper edge of said bracket and being provided at its 


upper end with a hook adapted to engage said rail and be 


| slidable thereon, and said plate being provided with a 


bottom opening connecting with the channel to afford ac- 
cess for said hook to the interior of said channel in pos‘ 


| tion for slidable engagement with said rail. 


* a * 
1,621,313. Oil Burner. George H. Crowell, Berlin, 
N. H. In an oil burner, a supporting base having an ex- 


' tension, a combustion chamber, a burning surface, means 


for supplying oil to said burning surface, a valve for vary- 


| ing the supply of oil, a manifold through which air passes 





| 

1 
| 
iY 








‘a 1,621,313. #2 


| to the combustion chamber, a valve within said manifold 


and co-operating therewith for automatically varying the 
amount of air passing therethrough as the oil supply is 
varied, a rod carrying said air control valve, a link oper- 
ably connected to the oil supply valve, an upright member 
secured to the extension of said supporting base, and a 
lever pivotally connected to said upright member and 
connected at one end to the rod carrying the air control 
valve, and at its other end to the link operably connected 
to the oil supply valve. 





The Advance Heating Co., Racine, Wis., has beet 
awarded the heating contract for a $55,000 factory puild- 
ing under construction by the Racine Universal Motor 
Co., Racine. 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. 


insertion. 


Minimum $2.00 for each 


One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 





Situations Open 


GOOD EXCLUSIVE DISTRIBUTIONAL 

proposition or side line for man with 
ability, calling on plumbing dealers. 
Communications strictly confidential. 
Koil-Les Heater _Company, Genev a, Til. 


SALESMAN TO TRAVEL FOR MANU- 
facturers in middle western states. 
Experience selling jobbers plumbing 
supplies required. Well established 
staple line, progressive policies. Head- 
quarters Cleveland. Give full details. 
Held confidential. Address Key 837, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 
DO YOU WISH TO ASSOCIATE YOUR- 
self with a manufacturer of a quality 
line of plumbers’ brass goods? We are 
seeking a few live wire representatives. 
Let us have your past experiences, age 
and references. Address Key 836, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
( Chicago. 














SAL ESMAN FOR ME TROPOLITAN 
district to sell line of patented Au- 
tomatic Coal Burners direct to private 
homes, apartment houses and _ office 
buildings. Must be familiar with heat- 
ing plants and problems. Prospects 
furnished, Salary and commission to 
right man. State qualifications. Ad- 
dress Key 8438, “Domestic Engineering,” 
1900 Prairie Ave., Chicago. 
WANTED: YOUNG EXPERIENCED 
plumbing supply house man to do 
general office work and be assistant to 
manager of a fast growing new sup- 
ply house that has recently opened up 
a branch. Opportunity for advance- 
ment. Egyptian Supply Co., Christo- 
pher, Ill. 


Situations Wanted 
EXPE RIENCED EXECUTIVE AND 

sales manager of heating department 
wishes to make connections with man- 
ufacturer or jobber or a large con- 
tractor, Can design, estimate, super- 
vise. Have a complete knowledge of 
plumbing, heating and ventilation, Ad- 
dress Key 844, “Domestic Engineering,” 
1900 Prairie Ave., Chicago. 











Lines Wanted 


WANTED: GOOD LINES TO SELL ON 

a commission or salary basis to the 
Plumbing and heating trade within a 
radius of about 100 miles of Toledo. 
Manufacturer to carry all accounts. If 
interested write at once. Well ac- 
quainted with both line and trade. Ad- 
dress Key 840, “Domestic Engineering,” 
1900 Prairie Ave., Chicago. 








‘Miscellaneous | 
ILLUSTRATED BIN LABE LS AND 
card holders for malleable, cast iron 
and brass fittings. Plumbers’ Stock 
Boxes. Stop Vaive Tags. Send for sam- 
Dles and free booklets: “How to lay out 
Plumbers’ stock bins;”’ “How to label 
Plumbers’ stock bins;” “How to build 
Shelving for stock boxes in the plumb- 
ers’ office,” and ‘“‘How to equip a plumb- 
ae shop ‘on wheels. Haddon Bin Label 

, Haddon Heights, N. J. 
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The Most Reliable 
PIPE COUPLING BUYERS 


in The Country 


Write us about your surplus 
pipe couplings. 


CAPITOL MFG.& SUPPLY CO. 
550 Nicholas meme Columbus, O. 





Opportunity 
Is Here For You 


Make your spare time pay divi- 
dends. Become a technical man. 
We teach you personal, clear and 


direct in your own home. Let 
us help YOU put ‘‘Pride’’ into 


your work—that others admire— 


that boosts you into better work 
— Steady Work — More Money. 


Indicate the subject by mark- 
ing square and mail to us. Full 
information free. 


() Plumbing and Sanitary Engineering. 
(1 Special Steam and Water Heating. 
O) Heating Ventilating Engineering. 

OO Contracting and Estimating. 


Saint Louis Technical 


Institute 
4543 Clapton Ave-, St. Louis, Missouri 


HEADQUARTERS FOR NEW AND 
USED PIPE MACHINES 
We carry in stock at all times all sizes of 
new and used pipe threading machines. 


2” Jarecki, belt driven 

2” Oster, belt driven 

2” Oster, motor driven 

4” Jarecki, belt driven 

4” Oster, belt driven 

4” Oster, motor driven 

6” Eaton, Cole & Burnham 
6” Jarecki, belt driven 

6” Williams, motor driven 
8” Oster, motor driven 
12” Williams, motor driven 


Dies for all makes carried in stock. 


THE O’BRIEN MACHINERY COMPANY 
113 North Third St., Philadelphia, ra 


Long Distance Telephone: Market 


Cable Address: “OBRIEN™ PHILADELPHIA 




















ESTIMATING BLANKS, JOB TICKETS, 

weekly time sheets, order books, il- 
lustrated stationery, etc., for plumbers 
our specialty. Reasonable prices, good 
work, prompt service. We pay postage. 
Samples and prices by return mail. L. 
Fink & Sons Co., School ee Lau- 
rel Springs, N. a Est. 7-31 


Books les Your Trade Library 


BOOKKEEPING AND COST FINDING 

FOR THE PLUMBER. By Wesley A. 
Fink. Outlines a simple method of 
bookkeeping and cost finding easily 
adapted to your business. Tells how 
to open and close a set of books, gives 
concrete examples on f.guring labor 
and material costs, overhead expense— 
in fact a complete system worked out 
in every detail. Size, 44%4x6% in. 128 
pages. Cloth. Price, $1.00. 


THE TABLE OF ESTIMATED RADIA- 

TION. By Harry B. Perrigo. Gives 
the accurate amount of radiation re- 
quired for any size room. Computed 
from standard recognized rules and 
simplified to a degree that makes it 
readily understood by any man with 
even a limited knowledge of heating. 
Two tables—one for steam and the 
other for water—are printed in two 
colors on heavy celluloid—making four 
pages in all. Substantially bound. Size 
4%,x7% in. Saves time oy 5 eliminates 
errors. Price, postpaid, $1.0 


SANITARY SEWERAGE ‘OF “BUILD- 

INGS. By Thomas S. Ainge. Begin- 
ning with a study of outside sewers, 
this book goes fully into the best prac- 
tice in inside connections, proper loca- 
tion and size of soil waste, and vent 
pipes and the roughing-in test up to 
the filling in of the trenches. 40 pages 
are devoted to the important subject of 
traps. Sewage disposal for country 
homes is also given full consideration. 
i" in. 200 pages. Cloth. Price, 
1.50. 


JOHNSON’S HANDY MANUAL IN TWO 

volumes, one on plumbing, one on 
heating. By John W. Johnson. The 
author is a _ practical plumbing and 
heating man, having spent many years 
in workshops and has superintended 
the instaklation of plumbing and heat- 
ing systems of all descriptions. Twelve 
editions of this popular book have been 
exhausted. The thirteenth is just off 
the press. Size, 4x6%. Cloth. Price, 
$2.00 per volume. 


PRACTICAL STEAM AND HOT WaA- 
TER HEATING AND VENTILATING. 


By Alfred G. King. This book should 
be in every steamfitter’s library. A 
strictly up-to-date work, describing 


various systems of heating and ventila- 
tion. Besides the technical features, it 
contains hints on securing contracts, 
business methods, shop practice, rules 
and data for estimating radiation and 
figuring costs, and other tables and 
suggestions that are time savers. Size, 
6x9 in. 368 pages, 300 detailed illustra- 
tions. Cloth. Price, $4.00. 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 
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| EARL JUDD CORP. 


| JUDD TOILET SEATS 


ARE BUILT TO A STANDARD OF CONSISTENT QUALITY 
Sold by leading jobbers everywhere 


WRIGLEY BUILDING 








CHICAGO 
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o truly malleable 


that K-V Fittings 
squash FLAT , 


ee easy to demonstrate the real malleability of K-V 
Fittings. Just select any fitting at random from your 
dealer’s stock, hammer it flat, and notice how far it can be 
crushed before it will start to crack. This simple test will show 
you why standardizing on the K-V line insures you against 


split and cracked fittings in your piping jobs. Note these features 


er agg meen is only _ of y mony features of K-V of K-V Malleable 
alleable Iron Fittings that will make your jobs both so2¢ 
profitable and creditable—profitable, because K-V Fittings Iron Fittings 
make tight joints quickly and without replacement expense, Truly Malleable 

and creditable, because K-V Fittings lmake neat, perma- Chun, Shaw Threads. 


nently satisfactory jobs. hia: Tenulan 


“end to your dealer for a trial order today pce ig 


Generous Chamfer. 


Hot-dipped Galvanizing. 

















BRANCHES: 

NEW YORK CITY: 128-132 White St. 
BOSTON: 47 India St. 
CHICAGO: 228 N. Jefferson St 
SAN FRANCISCO: 448-450 Tenth St. 


SALES OFFICES: 
Philadelphia Salt Lake City 
levelan =] Paso 
Atlanta Los Angeles 


Kansas City, Mo. Seattle - What Piuahbers Tell 
Us About the Malleability 
of K-V Fittings 


“Your fittings crush almost flat before 
they show signs of cracking.” 

“Your fittings stand more tightening 
than any other fittings I have ever tried. 

“With Kennedy, no more leaks from 
fittings due to splitting under wrench 
pressure.” 

“Have always found your fittings to 
hold tight and stand up under test.” 
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KENNEDY 


VALVES~PIPE FITTINGS~FIRE HYDRANTS 


Mention Domestic ENGINEERING when writing advertisers. 
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